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In attempting to discuss a subject of this 
nature in the shortest possible time it will be 
necessary for me to touch the high places only 
and therefore some of my remarks might seem 
drastic ; for that reason I wish to have it clearly 
understood at the beginning that what I say are 
my own personal views and that while I am trying 
to convince this Association that I am right, it 
might be well for any who might wish to quote 
from this talk to say: “This is the view of the 
retiring president.” 

A great many things have come to my atten- 
tion since I have been in your service about 
which I would like to talk, but time does not per- 
mit me to discuss all these matters now; there- 
fore, I shall limit my remarks to those items 
that are of a political nature and their relation to 
the Medical Association. 

As a matter of review. I would like to remind 
vou that at our Jacksonville meeting of the House 
of Delegates one vear ago, we passed a resolution 
addressed to the Board of Commissioners of 
State Institutions requesting a number of changes 
to be made at the State Hospital in Chattahoochee, 
chief among which was the appointment of a 
trained psychiatrist as superintendent of the in- 
stitution. All the pressure the Association pos- 
sessed was brought to bear, but to no avail. In 
a very few words it is possible for me to tell 
you why we were unable to secure this appoint- 
It was and is simply because we do not 
We do not 


speak in terms of votes, and ‘“‘votes” is the big 


ment. 
speak the language of the politician. 


word in the vocabulary of the politician. 

lor the past few vears there has been a drastic 
effort put forth by the counties of southeast 
Florida to rid them of mosquitoes. At the begin- 
ning of this work it remained surprisingly clear 


*Pres‘dential Address, delivered before the Sixty- 
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of politics but as it became known to them that 
there was considerable money spent in_ this 
project and that it was handled almost entirely 
by scientific men, the politicians began to try to 
gain control by appointing a man of their choice 
to head the mosquito control work. This was 
done in spite of contrary recommendations made 
by the scientific men then sponsoring the project. 
Their appointee was without previous training 
but was a good politician. The man recom- 
mended by those most interested was ignored, 
yet he had excellent training and experience in 
mosquito control. We would have lost control 
of this project had the State Board of Health 
not refused to accept the appointee of the poli- 
ticians. We at last were able to have the proper 
man placed in control. It was not, however, 
because of any influence we had, for we cannot 
speak authoritatively in terms of votes. 

For many years the Florida Medical Associa- 
tion has had legislative programs. We have 
expended money and energy, yet we have been 
almost completely ignored in our efforts to put 
over legislation. Always the cry came back that 
we were not willing to spend enough money. It 
has always been my opinion and the opinion of 
some others of this Association that legislation 
that we must buy is better not had. This year is 
the first in which we have been able to accom- 
plish much. We have enjoyed some success 
because of two things: first, we have had at the 
head of our legislative committee a man who 
understands politicians and can speak their lan- 
guage. It has been said that anyone growing up 
in West Florida must be a politician by the time 
he reaches his majority, or must move. The 
Chairman of our Legislative Committee lives in 
West Florida and is over 21 years of age. The 
second reason for our success is because we have, 
under his guidance, carried out a definitely out- 
lined program of approaching our Legislators 
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before they went to Tallahassee and in a small 
way, playing politics. I wish to state now that 
if this administration has been unsuccessful in 
every phase of organized medical endeavor, it 
exercised rare judgment in selecting Julius C. 
Davis to head the Legislative Committee. 

I cite you the above experiences to show that 
by following the course we have followed for 
many years past, we will get nowhere. 

When laws for the compensation of workmen 
injured in industrial life were being enacted the 
medical profession was conspicuously absent. 
Representatives of employers, of labor unions, 
and of insurance carriers, as well as social work- 
ers, were always present and took marked interest 
in framing these laws. Their interests were 
decidedly selfish—in the case of most of them, 
entirely financial. The right quality of medical 
care for the injured man, when and where he 
would secure it, and his restoration to perfect 
health, which was the main interest of the law, 
were, in the absence of the authoritative voice 
of the profession, barely discussed, or were rele- 
gated to some subordinate position. It is not 
surprising, then, that in the constitution of 
boards to administer the law dealing with injured 
people, physicians were not represented. It is 
only now, after many years of administration, 
that the important place of the physician is being 
recognized and a realization reached that the 
many mistakes and failures of these years could 
have been averted if his special knowledge and 
experience had been adequately used. 

We have seen even more recent efforts on the 
part of the laity to draw up legislation governing 
the practice of medicine without granting us the 
common courtesy of saying whether we like it or 
not. I have reference to the now well-known 
“National Social Security Act” and to the more 
recent “Social Welfare Act of Florida.” 

Some weeks ago I received a letter stating that 
the Governor had appointed a “Commission on 
Social Legislation,” the duties of said commis- 
sion being to draw up suitable legislation for 
State Social Security. I became a little suspi- 
cious that this group had some connection with 
the national group since not one doctor was 
placed on the commission to formulate legisla- 
tion for social welfare—and so expressed myself, 
and about two weeks ago I received another letter 
from the Chairman of the Commission which 
reads in part as follows: 

“We understand that members of the medical 


profession have confused the welfare legislation 
known as ‘The 1935 Social Welfare Act’, wit 
some of the national measures which includ: 
health insurance. 

“This is understandable since the bill was orig- 
inally introduced under the title of the ‘Florida 
Social Security Act’ but has since been changed 
as above. The legislation which we are support- 
ing contains only one reference of special interest 
to the medical profession which is as follows: 

“ ‘Medical care and attention for those who may be 
subject to the jurisdiction of the State Board or District 
Boards may be provided in hospitals, dispensaries, the 


person’s home, or any suitable place, as provided for 
and directed by said State or District Board’.” 


The creation of the State Board of Social 
Welfare, as proposed by the Commission is as 
follows: 


“The administration of social welfare in the State of 
Florida shall be vested in the State Board of Social 
Welfare which shall consist of seven members, three or 
more of whom shall be women, and who shall be ap- 
pointed by the Governor.” 


I never have and never will consent for a board 
of laymen or laywomen, if you please, to direct 
my medical practice—and in this proposed law 
they come out flat-footed and say that “medical 
care and attention for those who may be subject 
to the jurisdiction of the State Board are pro- 
vided for and directed by the State Board.” 

Gentlemen, the time has come when we must 
do something about it. It is my plan to state 
briefly what I think can be done: 

In the strenuous performance of his many 
duties, the average physician has not had the time 
nor the inclination to take an active part in the 
affairs of government, though it would be to his 
interest to do so—yet, even a brief discussion of 
the wide influence of the physician, dare not 
wholly neglect the relation of the physician to 
standards of conduct and to regulation of be- 
havior. Upon the physician, by virtue of his 
special opportunities, there falls an unusual obli- 
gation to perform a public duty with regard to 
ethical standards and the rational control of 
human action. Medical students become ac- 
quainted with the principles underlying different 
forms of animal and human behavior. Physi- 
cians, in their manifold contacts with people, 
have a better chance than most men to learn how 
the behavior of persons is regulated, how rights 
are maintained and how duties are enforced. 
They soon find out, too, the rules for determin- 
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ing what the rights and duties are in the main 
relations of life. The sympathetic relationships 
with individuals, families, and other social groups 
entered into by physicians, the esteem in which 
doctors are generally held in the communities in 
which they live, as well as the social prestige that 
they enjoy, enable them to exert, at times, an 
important influence upon the formation of con- 
duct standards and upon the agencies for pro- 
moting behavior that is in accord with social 
welfare. 

I would like to quote briefly from an article 
by Senator Royal S. Copeland in “Medical Eco- 
nomics” of recent date: “The social breakdown 
of the present time is one that the physician can 
understand better than perhaps anyone else. 
Even in normal times he came constantly into 
contact with the problems of poverty and dealt 
with it as effectively as anyone could. Surely 
the public at large has had little cause for com- 
plaint about what the doctors have done for 
them. Indeed, the physicians of this country 
have set an example of civic decency, which, in 
my judgment stands unparalleled. 

“Now that we have poverty on a nation-wide 
scale, there comes, as never before, a call to the 
medical profession to enter the field of politics. 
Never before has there been such a real need for 
medical men in politics. England rules the seas 
because her shipping interests have always seen 
to it that there are in Parliament strong men 
connected with the merchant marine, alert to 
forestall any legislation harmful to shipping in- 
terests. This, it seems to me, may well be an 
example to the medical profession of the United 
States. 

“Able physicians must be willing to sacrifice 
their private practices, even, temporarily, and 
serve in legislative bodies. I am confident that 
their very presence there would be a guarantee 
not only of a better deal for the medical profes- 
sion, but for the public at large.” 

We must have medical men in the legislative 
halls who have the intestinal fortitude to fight 
for what they know to be right and this Medical 
Association must have leaders and statesmen 
who are able to and willing to lead us out of the 
wilderness of confusion. 

It is not only necessary that we have repre- 
sentatives in legislative halls but equally impor- 
tant that we have a profession undivided in their 
aims and efforts, and loyal and united in their 
support to those who are loyal to us, and who are 


in accord with us in our efforts to keep our pro- 
fession free from unholy tyrannies and alliances. 

It does not seem likely that the medical pro- 
fession will again neglect to take its proper stand 
on all those social questions which affect the 
people of this country nor fail to contribute its 
thought to the solution of the problems. Aggre- 
gations of wealth, social workers, and profes- 
sional uplifters have shown us in the past few 
years how eagerly they seek the control and reg- 
ulation of matters with which the doctor is most 
intimate and from which, in their plans, he would 
be almost completely excluded. 

Let me remind you that the medical profession 
of this state consists not only of medical doctors, 
but of dentists, pharmacists, and nurses, who are 
willing and anxious to join forces with us. We, 
with our combined forces and influence, can wield 
an influence that is second to none. 

The members of the medical profession of 
our sister state of Alabama have, after thirty 
years of concentrated, united effort, obtained 
control of the medical legislation of their state. 
In fact, they are the medical legislature of 
their state. Their medical laws are drafted 
and passed by the Alabama Medical Associa- 
tion. Such should be the case in Florida. 
We should control the State Board of Health, 
the State Board of Medical Examiners, the 
state, county and city hospitals, the dispensing 
of medical care to the indigent of our state, 
and, in fact, every phase of endeavor which 
has to do with the medical aspects of people. 
Whether you like politics or not, it is your civic 
and professional duty to take an active part in 
this great work. We must see that the proper 
safeguards are thrown about our people, and our 
profession, by formulating the correct and proper 
laws, and, above all, to obey those laws and see 
that others do. Don’t “pass the buck.” Do your 
share as good citizens should. To many you are 
endowed with almost superhuman knowledge. 
Do not fail them in their hour of need, and, on 
the other hand, our profession is now passing 
through “The Valley of the Shadow of Death” 
and unless we draw our swords and show some 
fight we are soon going to be as servants to the 
politicians, rather than to our rightful masters, 
the sick and afflicted people of our state. 

Remember that it is not becoming for the 
medical profession to beg crumbs from the polit- 


ical master’s table. 
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PROCEEDINGS 


of the 
SIXTY-SECOND ANNUAL MEETING 
of the 


FLORIDA MEDICAL ASSOCIATION, Inc. 
HELD AT OCALA, FLORIDA 
MAY 13th, 14th, and isth, 1935 


The Sixty-second Annual Meeting of the 
Florida Medical Association was called to order 
at 4:00 p. m. Monday, May 13th, in the Dixie 
Theatre, Ocala, Florida, by Dr. Fugene G. Peek, 
Chairman of the local Convention Committee. 

The Invocation was rendered by The Reverend 
John A. McMurray, pastor, First Presbyterian 
Church, Ocala. 

The Honorable B. C. Webb, Mayor of Ocala, 
gave the address of welcome. 

The names of the delegates from the Georgia 
Medical Association were read but the delegates 
were not present. 

Dr. Homer LL. Pearson, President of the Asso- 
ciation, in the Chair. 

The President then introduced Don S. Evans 
of Orlando, representing the Florida Pharma- 
ceutical Association. Dr. Evans: 

“I wish to express my sincere thanks to the 
President of your organization for this kind 
invitation, and T assure you it is a real pleasure 
to be here. I feel by this invitation that Pres- 
ident Pearson has made a very sincere gesture 
toward cooperation between our closely related 
I appreciate it more than words 
Also, if IT may add, this friendly 


professions. 
can express. 
relationship between the Physicians and_ the 
Pharmacists is bound to be of mutual benefit to 
both of our interests. 

“In Florida we have Pharmacy which is as 
high in standard and with requirements as rigid 
as in any State in the Union. In order to become 
a Pharmacist in Florida the applicant must be a 
high school graduate, he must have completed 
four years in the study of pharmacy, and have 
had one year of practical experience before he 
can take the State Board Examination and be- 
come eligible to apply for a license. These rigid 
requirements in Florida result in benefit to the 
Physician and his patient alike. 

“We now have at the University at Gainesville 


a school of pharmacy which is second to none 
and they are turning out graduates of the highest 
type. 

“We feel also that in Florida we have as fine, 
as fully equipped, and as thoroughly trained, 
We have 


respect for the 


physicians as there are in the nation. 
the greatest admiration and 
Florida Medical Association and its members, 
and we want to cooperate with you in any project 
for the advancement of the public health of Flor- 
ida or the improvement of our respective pro- 
fessions. 

“There is just one thing that I would like to 
bring before you—it will only take a few min- 
utes—and that is the legislative program at Tal- 
lahassee. 

“We have introduced two bills in the Legisla- 
ture which I think might be of interest to you. 
One puts the sale of contraceptives and prophy- 
lactic goods under the supervision of the State 
Board of Health. They can only be dispensed 
by stores registering with the State Board of 
Health. 
that the quality of the merchandise would be 
such that it would really prevent disease, which 


This measure was introduced to insure 


is not the case now. 

“The other bill is to restrict the sale of drugs 
and medicines to stores which employ registered 
pharmacists. 

“We have insufficient time to expound the 
merits of these two bills. Both have passe the 
Senate and we feel that there is an excellent 
chance of getting them through the House. 
However, if it is agreeable with you T would like 
to leave copies of these bills with vour Secretary 
and have them referred to your Resolutions Com- 
mittee or other suitable committee if you care 
to take any action on them. A copy of your reso- 
lutions to us and to your Legislators would be 
a help. 

“T would like to add, also, that if there is any 
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of your legislation in which we could be of 
assistance we ask that you call on us because 
we have good contact with the Legislature and 
we might be able to help you. 

“In closing, let me say it is our desire to work 
in harmony with you, to promote further friendly 
relationship and cooperation to our mutual in- 
terest. 

“Again I thank you for your sincere invita- 
tion.” 

C. P. Cleveland, D.D.S., 
Florida State Dental Society, was then intro- 
duced by Dr. Pearson and read the following 


representing the 


address : 

“Mr. President, Members of the Florida Med- 
ical Association, and Guests: In behalf of the 
Florida State Dental Society, which I am hon- 
ored to represent, I am happy to greet you. It 
is a pleasure to reciprocate the courtesy paid our 
society by Doctor Pearson last October when he 
addressed our convention in Pensacola. 

“IT am happy to be able to say that in recent 
vears the bonds of mutual understanding and 
respect and interdependence have grown stronger 
between our two professions. 

“Not many years ago doctors of medicine too 
frequently considered diseases of the mouth as 
a distinct entity and too often overlooked their 
relationship to ailments in other parts of the 
Now, needless to this has been 
Modern medicine now looks to modern 


body. say, 
changed. 
dentistry for the proper diagnosis and treatment 
of dental ills. It therefore behooves us dentists 
to keep abreast of modern scientific developments 
that we may retain the trust placed in us by you 
physicians. 

“Unfortunately, dental research is not well 
endowed, and much of that which we have is not 
The American Dental 
Association yearly appropriates small grants to 


propertly coordinated. 


certain individuals, groups and institutions to 
further dental research. ‘To their credit, let it 
be said that much valuable information has been 
obtained in this way. 

“The United States Bureau of Standards has 
also cooperated in testing and standardizing 
dental materials, but has not, I believe, entered 
the field of research. 

“Most fruitful has been the research done in 
the dental colleges of our universities. In recent 
years many of these schools have come to realize 


their responsibility, not only of turning out com- 
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petent dental surgeons, but also of increasing the 
sum of dental knowledge. 

“Outside the field of 
another body which is currently making valuable 
I refer to the Council 


research there exists 
contributions to dentistry. 
on Dental Therapeutics of the American Dental 
Association. This council is engaged in exam- 
ining the various drugs and preparations, both 
proprietary and non-proprietary, together with 
their advertised claims. Those that are found 
rational in composition, beneficial in use and 
honestly advertised are accepted by the council 
and are privileged to use the seal of acceptance 
of the association. 

“Now to get closer home, I should like to tell 
you something of the aims and accomplishments 
of my own group, the Florida State Dental So- 
We list as members about two-thirds of 
The 


ciety. 
the white practicing dentists in the State. 
membership numbers slightly less than four hun- 
dred. 
toward the top as compared to other states. 


Our percentage of membership is well 


“We have always exercised a jealous watch 
over our state board of dental examiners, and 
thanks to this fact and to a most cordial rela- 
tionship between the society and the various 
state administrations in Tallahassee, the person- 
nel and the transactions of the board have been 
kept on a high plane. 

“Due to Florida’s peculiar climatic and geo- 
graphic situation, our society has been in the past 
and still remains opposed to reciprocity of license 
with other states. 

“Our constant endeavor has heen to assist the 
hoard in keeping the highest possible legal re- 
quirements for license in Florida. It may inter- 
est you to know that at the present time our 
society has introduced in the legislature, an 
amendment to the dental law, which will permit 
the dentist who 
advertises. 

“We expect to stamp out this practice of 
fraudulent dental advertising, so long employed 
by these quacks and charlatans to fleece the 


revocation of license of any 


more gullible portion of the public. 

“The state of Oregon, in 1933, made dental 
advertising illegal. Subsequent litigation has 
been carried through the Oregon Supreme Court 
and the United States Supreme Court. Each of 
these courts upheld the law by unanimous de- 
cisions. 

“Our society is most hopeful for the enactment 
of this pending legislation in our own state and 
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commends similar measures to your association 
to curb medical advertising. 

“Within the past two years your profession 
and mine have been bombarded from without and 
heckled from within by an element who would 
seek to change and regiment medical and dental 
practice and put it under control of the state. 

“Because thousands have always been and are 
still without adequate health service the finger 
of shame is pointed at medicine and dentistry. 
Gentlemen: my profession and yours have no 
apologies to make. Certainly none are due, for 
physicians and dentists have always given freely 
of their only assets ; knowledge and time, to the 
deserving poor. What other groups can say as 
much ? 

“We are told that in comparison to Europe, 
America is twenty-five years behind the times in 
the various measures for social security. Such 
statements remind me of the story of the little 
girl who refused to eat her spinach. Her mother 
took her to task and said, ‘Mary, there are hun- 
dreds of little girls who would be glad to eat 
your spinach.” ‘Alright,’ said Mary, ‘Just name 
one.’ 

“IT would ask these self-appointed critics of 
our American social system to ‘name one’ nation 
in Europe where a living is so secure, and where 
the average citizen enjoys so many advantages 
and so much freedom, and so great a measure of 
social security as here in the United States of 
America. 

“Tf our people do accept the policy that health 
service to the individual is a function of the gov- 
ernment, let them bear in mind that such service 
is essentially personal, and cannot be furnished 
by methods of mass production or chain store 
distribution. Let them bear in mind that the 
quality and quantity of individual effort will 
largely be governed by the remuneration received, 
and that because of this fact good medical and 
good dental service can never be cheap.” 

Dr. Pearson: “I want to thank you both for 
being kind enough to speak to us at this time. 
I think vou should know we appreciate the fact 
that with a closer union between our respective 
associations we can accomplish a great deal both 
Doctor, I wish 


professionally and_ politically. 
you a most successful convention in Jacksonville. 
I thank you both for coming.” 

The following report of the Committee on 
Legislation and Public Policy was read by Dr. 
J. C. Davis, Chairman: 


REPORT OF THE COMMITTEE ON LE‘ 
ISLATION AND PUBLIC POLICY 

Your Committee has had a very hectic yea:. 
I believe that the ice has been broken and that 
pressure has been brought to bear, as never 
before, relative to the recognition our profession 
is entitled to at the hands of our Legislators. 
An enlightened public sentiment is the greatest 
weapon one can wield against a public nuisance, 
and enlightened legislation only will protect the 
public and our profession against the invasion 
of quacks, preying upon the hosts of the unfor- 
tunately less informed. Careful study of the 
existing Medical Practice Act, one we thought 
an excellent one, showed that it would be neces- 
sary to make some changes in order to fully 
enforce the intention of this Act. Therefore it 
was necessary to introduce several amendments, 
drafting a new Bill for each one. They are as 
follows: 

1. Senate Bill 147—A thorough definition of 
the practice of medicine and provision for the 
proper designation for the different members 
of the healing arts. 

2. Senate Bill 144—Provisions for the legal 
enforcement of this Act, in no uncertain. terms. 

3. Senate Bill 141—Definition of the word 
physician in the Florida Code. 

4. Senate Bill 145—Amendment of the Nar- 
cotic Act, in order that there will be no question 
as to who shall be the recipient of a Narcotic 
license. 

5. Senate Bill 146—Requirement of United 
States citizenship before being permitted to take 
the medical examination, before the Board of 
Medical Examiners. 

6. Senate Committee Substitute Bill 142— 
requirements for registration and re-registration 
for practicing the healing arts. 

7. House Bill 145—A Lien Law, endeavoring 
to aid hospitals and physicians to collect from 
those responsible for an injury. 

Realizing that the above would be a gigantic 
task, an attorney was employed to draft these 
Bills and submit them to Dr. R. C. Woodward, 
Director of the Bureau of Legal Medicine an¢ 
Legislation, of the American Medical Associa- 
tion, for suggestions and criticisms. These Bills 
were submitted at the Pre-Convention meeting 
in Orlando, with unanimous consent and approval 
by the members of your Committee on Legisla- 
tion and Public Policy, the Executive Committee 
and the Board of Councilors. 
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On February 8th, a letter was mailed, by the 
Chairman of your Committee to every member 
of the Senate and House of Representatives, in- 
forming them that we proposed to introduce 
certain bills which would prove of vital impor- 
tance to the public and our profession. We in- 
sisted that they meet with the Legislative Com- 
mittee, appointed from the members of their own 
County Medical Society, carefully consider these 
bills and let us have a definite answer as to 
whether they proposed supporting them or not. 
It was realized that all worthwhile legislation is 
made at home and not at Tallahassee. This was 
proven as the members of the Senate voted favor- 
ably on these bills, with one exception and then 
only by two dissenting votes, and these members 
voting nay, I do not believe, were ever consulted 
by their physicians at home. The majority of 
the Senators and quite a few of the Represen- 
tatives answered very promptly, replying that 
they would be delighted to meet with their home 
physicians and that their support of these mea- 
sures would be largely determined by the advice 
received from these gentlemen, whom they held 
in such high esteem. A copy of these letters, 
with the proposed bills, were then mailed to the 
contact men, about February 15th, and the most 
difficult task was to get these physicians to confer 
with their Legislators. They were all apparently 
willing, but inclined to procrastinate, and it was 
necessary to write and re-write them before get- 
ting any action. 

Probably our most important work has been 
accomplished in defeating adverse legislation, 
namely : 

House Bill 91—Proposes to repeal the existing 
naturopathic practice act and to enact a new 
naturopathic practice act. The bill proposes, in 
effect, to extend greatly the scope of a license to 
practice naturopathy. It purports to permit 
licensed naturopaths, in addition to the practice 
now permitted, to practice physiotherapy, electro- 
coagulation and electro-therapy. It also removes 
the express provision in the existing law prohibit- 
ing naturopaths from practicing Materia Medica 
or surgery. 

House Bill 748—An Act providing for licensed 
practitioners of all schools of the healing art to 
enter all hospitals or institutions maintained in 
whole or part by public funds in this State and 
treat their patients therein, and repealing all 
laws in conflict herewith. 

House Bill 816—An Act empowering and au- 


thorizing all persons licensed by the several 
boards of this State to practice the Healing Art, 
to make examinations and issue certificates show- 
ing the condition of all persons required by any 
of the laws of this State to be examined for any 
purpose whatsoever. 

These were unanimously defeated by the Com- 
mittee. On account of this House Bill No. 831 
has been introduced: “H. 831 proposes to repeal 
the existing naturopathic practice and to enact 
a new law creating a board of naturopathic exam- 
iners and regulating the practice of naturopathy. 
The bill proposes to define naturopathy as “the 
use of and practice of physiological, mechanical 
and material health sciences to aid in purifying, 
cleansing and normalizing human tissue for the 
preservation or restoration of health according 
to the fundamental principles of anatomy, physi- 
ology, and applied psychology as may be re- 
quired. Naturopathic practice employs among 
other agencies, phytotherapy, dietetics, phycho- 
therapy, suggestotherapy, hydrotherapy, zone- 
therapy, biochemistry, external applications, 
electrotherapy, mechanotherapy, heliotherapy, 
mechanical and electrical appliances, hygiene, 
first-aid, and sanitation.” You will observe that 
Materia Medica is left to them. I am assured 
that this bill will meet the same fate as the others 
mentioned. It would have been impossible to 
have kept up with the Public Health Committee 
meetings and copies of these bills, had it not been 
for the excellent work of our attorneys, Gregory 
and Towles, and the aid from the Legislative 
Bureau, operated by Mrs. Bostwick. I feel that 
we have learned from experience a lesson of 
untold value. If we expect to protect the public 
and our profession we must eliminate petty poli- 
tics in our cities and counties. We must be abso- 
lutely united with the standing Legislative Com- 
mittee from each county and district. Each time 
an aspirant to the Legislature makes his an- 
nouncement as a candidate, he must be immedi- 
ately contacted and asked to commit himself as 
to whether he will support organized medicine 
and be guided by his County Medical Society in 
casting his vote on measures affecting public 
health and medicine. In this way and in no other 
will we be able to have Legislation enacted that 
we desire. 

At the end of the present session of the Legis- 
lature I propose to inform each Medical Society 
just how its members voted on each and every 
medical bill. 
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You men can doa great deal of good by study- 
ing your proposed Legislation beforehand and 
help your State Committee by sending in your 
criticisms early. Many criticisms and sugges- 
tions were mailed to me after the bills had been 
introduced. Several members of the House have 
told me that they had not been contacted by their 
medicai men at home, wondering why—just a 
case of putting it off on the part of our own 
profession. 

During the year many questions have arisen 
that necessitated careful thought and considera- 
tion. The American Association of Social Se- 
curity of New York asked me to support their 
bill. I quote my reply, which was given to the 
press: “After reviewing carefully the tentative 
draft of a model State health insurance bill it is 
our reaction that this bill is un-American and a 
direct insult to organized medicine and all of its 
past achievements. It is in violation of the prin- 
ciples upon which this government was founded 
—freedom and independence. It will incur at 
the taxpayers’ expense a great .racket and pro- 
vide luxurious payrolls in creating many unneces- 
sary commissions for people totally ignorant of 
the needs of the people. It will destroy the per- 
sonal equation between patient and physician, It 
will take from the emplove and employer alike 
that which will be needed for legitimate physi- 
cians and their patients. In other words the poor 
will grow poorer and the racketeer wax fatter. 

“There is no country to which you might refer 
us that socialized medicine has been satisfactory 
to all classes. It is apparent that such is the 
beginning of the fall of a great empire, also the 
death knell of organized medicine. The Florida 
Medical Association proposes to fight the enact- 
ment of any such unfair and one-sided legisla- 
tion.” 

The State Social Welfare Committee requested 
that we support their House Bills Nos. 517 and 
518. Here is my answer to Mrs. Fuller: “I am 
glad that your Bill No. 518 was introduced as a 
Social Welfare Act rather than a Social Security 
Act, as the words Social Security are very repul- 
sive to the medical profession. Your bill seems to 
have many good features, most of which are no 
doubt necessitated by the fact that county officials 
are not using the authority vested in them to deal 
with such situations. At the same time it appears 
that there is always someone sponsoring dicta- 
torial and paternalistic ideas at the expense of 


the already over-burdened taxpayers. Count 
Commissioners should be forced to take care 0: 
the main issues in this Bill. 

“Your House Bill No. 517, in my mind, 
another burden on the taxpayers, as our Count 
and Circuit Court Judges are idle fifty per cent 
of their time, and they could certainly act < 
Juvenile Court Judges, without an additional fec. 
In fact I believe that your Bill, or a similar bill, 
drafted, adding this additional responsibility, 
with no increase in salary, would solve your prolb- 
lem. Bills do not 


antagonize organized medicine and you know we 


Insofar as I can see your 
are unalterably opposed to any centralization of 
medical practice. Neither do we propose to be 
dictated to from outside mercenary corporations, 
sailing under the banner of Social Security, or 
whatnot.” 

In the future may | suggest for your approval 
that each County Medical Society have one Aux- 
iliary member of the Legislative Committee who 
will work with the three active members; also 
that Pharmaceutical and 
Dental Associations be encouraged, and work in 
Committees. 


closer contact with 


harmony with their legislative 
Last, but not least, a fund should be set aside for 
combatting harmful legislation. 

I am opposed to the Association entering into 
controversies over political positions, when our 
Association is not directly benefited, and most 
often to our detriment. With the proper tact 
the Administration will generally support us. 


Administration and let all 


Then support the 


political controversies be handled through an 
Arbitration Committee. 
Respectfully submitted, 
J. C. Davis, M.D., Chairman ; 
S. E. Drisketi, M.D., 
C. E. Tumurn, M.D. 


Dr. Pearson: “This is a thankless job, and Dr. 
Davis has handled it well. In all due respect 
to the Florida Medical Association, I don’t know 
of any man who could have handled the chair- 
manship of the Legislative Committee this year 
as well as Dr. J. C. Davis has. And I want to 
thank him personally for his work.” 

It was moved, seconded and unanimously car- 
ried that Dr. Davis’ report be adopted. 

The report of the Committee on Hospital and 
Medical Education was read by Dr. H. F. Watt, 


Chairman, as follows: 
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PROCEEDINGS OF THE ANNUAL MEETING 


REPORT OF THE HOSPITAL AND 
MEDICAL KDUCATION COMMITTEE 
Your committee has been handicapped this 

year on account of the resignation of Dr. Wood- 

ard as chairman. Your present chairman has 
held office a little over a month, and it has seemed 
impossible in this short length of time to accom- 

We 


secured from the American College of Surgeons 


plish any real constructive work. have 
a list of hospitals in Florida surveyed this year 
and the tentative ratings indicated, and this list 
is attached to this report, but this is not for pub- 
lication as some of these may change their ratings 
The official list 


for 1935 will be published on October twenty- 


after a follow-up is completed. 


eighth this year. 

A study of this tentative list reveals out of a 
total of 
seven are fully approved, three provisionally 


forty-five hospitals inspected, twenty- 
approved and fifteen are not approved. In other 
words one-third are not approved. 

Comparing this report with previous vears 
shows several changes; some have gained full 
approval and others that were fully approved are 
now only conditionally approved. According to 
the American College of Surgeons there are 
three main causes keeping so many hospitals off 
the approved list in Florida. These are: 

1. Lack of proper medical staff organization. 

2. Poor quality of medical records. 

3. Lack of competent medical supervision over 
the clinical laboratory and x-ray department. 

The House of Delegates of the Florida Med- 
ical Association in 1929 voted to adopt a set of 
“minimum requirements” for the standardization 
of all hospitals in the state. This was undoubf- 
edly a valuable idea, but it has been impossible 
to contact the hospitals of this state and deter- 
mine in what degree they are complying with 
these rules. 

Another matter that occurs to us is that there 
isa duplication of effort on the part of the Amer- 
ican Medical Association, the College of Sur- 
geons, and the Florida Medical Association in 
the matter of hospital inspection and regulation. 
If these various efforts could be coordinated it 
would result in greater efficiency. 

It is the recommendation of your committee 
that the incoming committee on Medical Educa- 
tion and Hospitals be instructed to contact a 
similar committee from the Florida Hospital 
Association and work out a joint program for 
the betterment of the hospitals of the state. In 


OF THE FLORIDA MEDICAL ASSOCIATION 487 


this way we feel that the greatest good will result. 
A similar recommendation 
1933. 


with the cooperation of the Florida Hospital! 


was made by your 


committee in Your committee feels that 
Association it may be possible to stimulate a 
greater interest in hospital standardization. 
Respectfully submitted, 
THE MepicaL Epucation AND HospITaL 
CoMMITTEE. 

Harry F. Warr, IKXUGENE B, MAXWELL. 
HAYNES BRINSON, 

Dr. Christ: “I want to talk about hospitals. 
The whole value of the American Hospital Asso- 
Medical 


the American College of Surgeons seems to be 


ciation, the American Association and 
in working out an audit proposition, but the State 
of Florida should designate the kind and type of 
institutions which are to be called hospitals.”’ 

carried that the 


It was moved, seconded an 
Hospital Committee’s report be adopted. 

The following report of the Committee on 
Necrology was read by Dr. Henry E. Palmer, 
Chairman : 

REPORT OF COMMITTEE ON 
NECROLOGY 

During the past year, our Association lost, by 
death, the members whose names are listed be- 
low: 

Frederick Greene Barfield, Jacksonville 

C. W. D’Alemberte, Pensacola. 

Gaston Holcombe Edwards, Orlando 

James Martin Joshua Luke, Miami 

Albert S. Munson, DeLand 

Harry L. Putnam, St. Petersburg 

Horace Lee Simpson, Pensacola 

Cyrus J. Strong, Miami 

L. R. Weeks, Trenton 

Julius T. Westermann, Miami 

Where possible, obituaries have appeared in 
the Journal relative to the deaths of these doctors. 
Tributes have been paid to them in the different 
communities where they practiced. 

May we, at this time, stand in a moment of 
silence, in reverence and respect to the memory 
of our departed colleagues. 

Henry E. Pacmer, Chairman ; 
FERDINAND RICHARDS, 

Isaac M. Hay, 

WiuuraM G. Post, Jr., 

Joun D. Mitton, 

Davip R. KENNEDY. 

Cuar.es J. CoLuins, 

Harry C. GALEy. 
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Dr. Pearson: “A convention of the Florida 
Medical Association seems incomplete without 
the familiar faces of some of these men whose 
names have just been read. There has not been 
a greater supporter of organized medicine than 
Gaston Edwards. I have never attended a Med- 
ical Association meeting in Florida at which Gas- 
ton Edwards was not present and taking an active 
part. In 1931 he was President of this Asso- 
ciation, and he presented us with the gavel that 
we are now using. We have devoted memories 
of Gaston Edwards.” 

On motion duly seconded the above report was 
unanimously adopted. 

Dr. J. Ralston Wells, Chairman, read the re- 
port of the Committee on Public Relations, as 
follows: 

REPORT OF COMMITTEE ON PUBLIC 
RELATIONS 

A summary of the work accomplished by this 
committee, is as follows: 

Several meetings were held during the year. 

The Speakers’ Bureau was formed, with most 
of the County Societies sending in the names of 
speakers nominated by the society. So far Leon, 
Pasco, Lee, Taylor, Pinellas, Marion, Alachua, 
Lake, Orange, Columbia, Escambia, Volusia, 
Polk, and Broward Counties have sent in their 
names. 

The Public Relations Committee again this 
year put on a broadcast program over station 
WRUF in Gainesville. There was a paper pre- 
sented each week over this station for twenty- 
one weeks. The speakers, for the most part. 
kept their appointments. The papers of the 
speakers who were unavoidably detained were 
read over the radio, through the courtesy of 
Major Garland Powell, his staff at the station, 
and Dr. G. C. Tillman. At the last meeting of 
this Committee, a motion was made and carried 
that the names of the doctors reading papers over 
the radio should be announced. 

The Public Relations Committee drew up a 
petition to the A.M.A. requesting a series of 
broadcasts over a national broadcasting chain, 
depicting and contrasting medical care at the 
present time with medical care received in the 
nineteenth century, and later. This petition was 
turned over to the executive committee. The 


executive committee, who approved it, instructed 
the delegates to the A.M.A. to present this 
petition at the special session of the house of 
delegates of the A.M.A. 


Director Garland Powell (WRUF) has in- 
vited us to broadcast once a week throughout the 
year. The committee will be glad to accept this 
generous offer, providing it can effect an ace- 
quate support in regards to members of the 
society volunteering their services, and in so far 
as is possible, keeping their appointments at the 
radio station. 

Respectfully submitted, 
J. Ratston WEL Ls, Chairman 
J. RocHER CHAPPELL, Secretary ; 
Husert A. BarcE, 
Tuomas E. BucKMAN, 
Henry C. Dozier, 
H. Mason SMITH. 

Dr. Pearson: “Dr. Wells has had difficulty in 
securing twenty-one speakers to carry on the 
broadcasting program. I[t is necessary that we 
know definitely of a sufficient number of men 
who will be willing to go to Gainesville and 
broadcast before we can give a satisfactory re- 
port to the Broadcasting Staff at Gainesville. I 
think it advisable at this time that all of vou 
men who will cooperate with Dr. Wells in carry- 
ing on this broadcasting program to the extent 
that you will go to Gainesville and make a talk 
when you are invited to go, hold up your hand 
so that Dr. Wells can tell who you are: 

The following doctors gave their promise as 
individuals : 

C. D. Christ, 

H. C. Dozier, 

Henry Hanson. 

Pledges of County Medical Societies: 

Polk County: Requisite number pledged by Dr. 

Cline. 

Hillsboro County: Three. 
Pinellas County: One. 
Pasco-Hernando-Citrus County: One. 
Columbia County: Two. 
Brevard County: Two. 
Orange County: Two. 

Lake County: Two. 

Palm Beach County: Three. 
Escambia County: Two. 
Duval County: Three. 
Dade County: Five. 

It was moved, seconded and unanimously cat- 
ried that the above report be adopted. 

Motion by Dr. Wells that the Association 
wire Major Powell at: Station WRUF, thanking 
him for his courtesy and cooperation with the 
Florida Medical Association during the past year. 
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Seconded and carried. So ordered. 

Dr. Gerry R. Holden, Chairman, read the fol- 
lowing report of the Committee on Cancer Con- 
trol, which was adopted: 

CANCER CONTROL COMMITTEE 
REPORT 

During the past vear this Committee adopted 
a plan which was used satisfactorily the previous 
year. The state was divided into districts. One 
member of the Committee was assigned to each 
district and assumed responsibility for carrying 
out the work in that district. 

Dr. Dickinson took charge of the following 
counties: Citrus, Hernando, Pasco, Sumter, 
Hillsborough, Pinellas, Polk, Manatee, Hardee, 
Sarasota, DeSoto, Highlands, Charlotte, Glades, 
Lee, Hendry. 

Dr. Hoffman took charge of Escambia, Santa 
Rosa, Okaloosa, Walton, Holmes, Washington, 
Bay, Jackson, Calhoun, and Gulf. 

Dr. Raap took charge of Martin, Palm Beach, 
Broward, Dade, Monroe, and Collier. 

Dr. Wells took charge of Volusia, Lake, Sem- 
inole, Orange, Brevard, Osceola, Indian River, 
St. Lucie, and Okeechobee. 

Dr. Holden took charge of Madison, Taylor, 
Hamilton, Suwannee, LaFayette, Dixie, Colum- 
bia, Gilchrist, Levy, Baker, Union, Alachua, 
Nassau, Duval, Clay, Putnam, Marion, St. Johns, 
and Flagler. 

This seems to be about the only system where- 
by the work can be satisfactorily handled. 

Meetings of the Committee have been held at 
intervals during the year and attempts made to 
coordinate the work through the state. 

Most of the work this year has been centered 
on meetings with the laity and medical confer- 
ences which would tend to emphasize upon the 
profession the necessity of recognizing cancer in 
those early cases in which the symptoms were 
not pronounced. 

Medical held 
County Societies in the following counties: 
Citrus, Pasco, Pinellas, Polk, Hernando, Escam- 
bia, Walton, Okaloosa, Bay, Holmes, Broward, 
Palm Beach, Dade, Duval, St. Johns, and Volusia. 

There has been a marked increase over last 
year in the number of meetings held in conjunc- 
tion with Womens Clubs and kindred organiza- 
This is undoubtedly due to the interest 
shown in the subject by the Womans Auxiliary 
of the State Medical Association and by the 
activities of the Public Health Committee of the 


symposia have been before 


tions. 
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Florida Federation of Womens Clubs. Mrs. 
Illig. the chairman of the Public Health Com- 
mittee of the National Federation of Womens 
Clubs, has urged this program upon each State 
Federation and Mrs. Wm. Pepper of Gainesville, 
chairman of the Public Health Committee, of 
the Florida Federation of Womens Clubs, has 
a'so made this one of her objectives during the 
past year. 

Meetings and illustrated talks have been made 
before Womens Clubs during the vear, in the 
following cities: Tampa, Ormond Beach, South 
Jacksonville, before the Business and Profes- 
sional Womans Club of Jacksonville, Archer, 
Floral City and the Pilot Club of Miami. Meet- 
ings have also been discussed for Bartow, St. 
Petersburg and Lakeland, although they have 
not vet been held in these three places. 

Several public meetings have also been held. 
Under the auspices of the Cancer Control Com- 
mittee of the Volusia County Society a series of 
meetings were held in Daytona, DeLand, and 
New Smyrna. Public meetings were also held 
in Marianna, Pensacola, and Miami. 

Radio talks have been limited to station WIOD 
in Miami. A series of eight talks were given 
over this station last summer. 

During the first year of this committee’s 
activities an attempt was made to supply teaching 
hospitals with enough handbooks on cancer from 
the nursing standpoint to put one of these books 
in the hand of every nurse connected with the 
These booklets have been supplied to 
Also, lec- 


hospital. 
the hospitals as requested this year. 
tures on the subject have been given to hospital 
Miami, Jacksonville, and 


nurses in Tampa, 
Daytona. 

The Committee as such, has made no attempts 
towards the formation of diagnostic clinics for 
indigent patients. However, such clinics have 
heen started in Miami. 

During the past year there has been evidence 
that the public is beginning to take more interest 
in cancer as a public health problem. This has 
been shown not only in contacts which have been 
made by individuals, but also in certain lay organ- 
izations. Of especial importance is the organ- 
ization of the John Gorrie Ice Memorial Foun- 
dation. This is a philanthropic organization 
which has among its objectives aid to the cancer 
work. The organization has been investigated 
by the chairman of this committee and, appar- 


ently, those in charge of the project are not only 
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proceeding along strictly ethical lines, but alsc 


will be in position to give great help to the cancer 


control movement when their organization is 
perfected. 

The Committee wishes to acknowledge the 
great help which the American Society for the 
Control of Cancer has given during the past year. 
Conferences with Dr. Cox, the field representa- 
tive of the Society for the Southeast, have been 
most valuable. The Society also has supplied 
your Committee, without cost to us, with films, 
slides, projectoscopes and literature for the 
medical and lay meetings. 

Gerry R. Honpen, Chairman ; 
Josuva C. DicKINson, 
James M. HorrMan, 

GERARD Raap, 

J. Ratston WELLS, 
NicHoLAs BALTZELL. 

The report of the Committee on Medical Eco- 
nomics, Dr. H. C. Dozier, Chairman, was read 
as follows: 

REPORT OF COMMITTEE ON MEDICAL 
ECONOMICS 

Meetings of the Committee on Medical Eco- 
nomics were held in Ocala, October 14 and 
December 9, 1934, and in Orlando, February 7, 
1935. Consideration of the profession’s interest, 
financial and otherwise, in the Emergency Relief 
Administration’s program was the chief item of 
the first and second meetings. 

On December 9, a conference was held with 
representatives of the FERA, Dr. H. Jackson 
Davis, here from Washington in an advisory 
capacity to the FERA, and Miss Mabel Berry, 
the Director of the Social Service Division of 
the Florida Emergency Relief Administration. 
The results of this conference, after having been 
approved by the FERA Administrator and by 
the Executive Committee of the Florida Med- 
ical Association, were published in detail as 
“Rules and Regulations Governing Medical 
Care Provided in the Home to Recipients of 
Unemployment Relief,” along with this Com- 
mittee’s preliminary report in the January, 1935, 
Journal of the Florida Medical Association, 
pages 298 to 304, to which your attention is 
again directed. 

It is believed that the financial plan was the 
most satisfactory possible to obtain with this 
organization with the funds at their disposal. 
The Committee insisted that the doctors should 
be paid fees for the treatment of unemployed in 


their homes and in their offices on a basis of 50% 
of the average for each community, it being ou 
contention that this represented approximatel) 
the cost of rendering these services; that, th 
differences between these fees and the customar 
charges should be considered the profession’ 
patriotic contribution and that such an arrang¢ 
ment should be definitely understood as for th 
duration of the economic emergency existing in 
our nation and that it in no way was to be con- 
sidered as establishing a new fee schedule. 

The committee has insisted in all its contacts 
with the FERA that the traditional patient- 
physician relationship must at all times be re- 
spected—that the patient must always be free to 
choose his medical attendant ; that contract prac- 
tice of any kind be discouraged: and that such 
few contracts as seemed necessary, such as ex- 
amining emplovees of mattress factories, be 
arranged for the FERA by the county medica! 
societies and not by the FERA directly with 
competing physicians. 

Provision was made for the appointment of 
State and County Professional Advisory Com- 
mittees, whose approval was to govern the selec- 
tion of eligible physicians, to whom complaints 
of professional services might be made and whose 
advice was to be sought in the proper care of the 
sick for whom the FERA is responsible. It will 
readily be seen that such an arrangement is defi- 
nitely beneficial and offers definite protection to 
all concerned. 

The new arrangement provides for more ade- 
quate medical care than was formerly the case— 
now, all office practice for those on unemploy- 
ment relief is paid for on the 50% basis. 

Since the FERA does not assume any respon- 
sibility for the care of those classes of patients 
who were provided for, before the birth of this 
organization, by city and county governments 
and private charities, they do not pay for services 
which we render in the hospitals to unemployed 
individuals. The medical attention for these 
patients in hospitals, and other indigents in and 
out of hospitals, has, for ages past, been accepted 
by the medical profession as its own obligation 
and the public generally and political adminis- 
trations particularly have been willing for such 
an arrangement to continue. Your committee 
fails to see why the doctors, representing approx- 
imately 1% of the population, should assume the 
entire burden of medical care for these indigents 
when the obligation is one that should be borne 
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by the entire community—the 100% and not ju 





he 19%. We believe the time has arrived when 
me arrangement uld be sought for the 
issumption of this obligation by the eccunty en 
‘itv, or other political iratious. .\ prem- 

ent county official, who is an experienecd poll- 
tician, recently made the assertion to one of us 
that the physicians are the only group of indi- 
viduals who are not bet 1g paid for their services 


or supplies to the communities and that he be- 
lieved an effort should be made to correct th 
unfairness of the present plan and that it was 
his opinion that it would not be difficult to correct. 
This committee recommends, therefore, that its 
successor committee consider and formulate a 
uniform plan to be used by component county 
societies in “approaching” city and county admin- 
istrations in an endeavor to correct the existing 
situation. 

The Committee wishes to reaffirm its protest 
of last vear against the competition of hospitals 


in the practice of medicine resulting in definite 


losses to physicians of fees to which they, and 


thev only, are entitled. Further, we again pro- 
test the exploitation of physicians bv hospitals. 
It should be remembered that the hospital as a 
corporation provides room, board, nursing and 
materials, beyond which it has nothing to dispose 
of; and that 
medical staff must supply the remaining elements 


the physicians constituting the 


to make the service of a hospital whole and 
effective. ‘lhe hospital superintendent has no 
more right to dictate staff functions than the 
chief of the medical staff has to dictate the hotel- 
like functions of the hospital. The staff members 
are essential partners in the enterprise and are 
Naturally, the 
staff and superintendent of a hospital are to be 


not. servants of these institutions. 


esponsible to some type of governing board— 
unfortunately physicians have not insisted upon 
proper representation on these boards for the 
protection of their own interests, with the result 
that such boards are frequently composed entirely 
of laymen who aid and abet the superintendent 
in his attitude of considering the staff physicians 
Until medical staffs 
demand proper respect for their essential part- 


as the institution’s servants. 


nership in the institution they may continue to 
expect hospital superintendents to exploit them; 
until they insist upon assuming their rightful 
prerogative of dictating staff policies, they may 
continue to expect the hospital superintendent to 
create revenue for his institution by practicing 


medicine with lay employees in direct competi- 


with staff members and other physicians of 

th min vy. 
he co on of these evils, hospital compe- 
n in practice and hospital exploitation of 
loctors, must lie with the doctors themselves. 
he supermtendent has a dehnitely selfish posi- 
tion to maintain—he has his job to retain—he 
can be surer of retaining his job by making a 


good financial showing to his board on which 
sentation to protect the doctors’ in- 
terests. Naturally he will make every endeavor 
to perpetuate the present system and it is to be 
regretted that in most instances he is condoned 
assisted—at least not opposed—by our pro- 
fession which is traditionally indifferent to its 
economic welfare. 
Respectfully submitted, 
CoMMITTEE ON MEDICAL I.CONOMICS. 
Henry C. Dozier, Chairman; 
O. O. FEAsTER, Secretary ; 
Roy J. Hotes, 
Mozart 


WILLiAM C. THOMAS. 


A. LIsCHKOFF, 


After 


agreement 


numerous discussions relative to the 


between the physicians and_ the 
ERA, and the methods of handling this work, 
Dr. O. O. Feaster, Secretary of the Committee, 
explained that complete details had been pub- 
lished in the January issue of the Florida Medical 
Journal. 

in motion by Dr. Palmer, duly seconded and 
carried, it was voted to accept the report as read 
by Dr. Feaster. 

Dr. Gordon H. Ira read the following report 
of the Committee, Advisory to the Woman's 
Auxiliary : 

REPORT OF THE ADVISORY COMMIT- 
TEE TO THE WOMAN'S AUXILIARY 
Committee to the Woman's 
Auxiliary met with the auxiliary president, Mrs. 


Your Advisory 
McMurray, and her cabinet last September at 
Bartow. As the result of this meeting the fol- 
lowing charge of seven points was sent to each 
auxiliary from our president, Dr. Homer Pear- 
son: 

“After a thorough consideration of all work at 
hand by the board of the Woman’s Auxiliary to 
the State Association in cooperation with the 
State Advisory Board, I present to you and to 
each County Auxiliary in the State of Florida 
the following charge for this year’s work, and 
ask that you and your society cooperate to the 
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best of your ability with the state officers in 
their endeavor. 

First: Let each member at all times hold her- 
self in readiness to serve on health committees 
of any outside organization. 

Second: Assist in the dissemination of good 
health literature by means of an enlarged circu- 
lation of Hygeia. 

Third: Give your wholehearted cooperation 
to the program of cancer prevention, and arrange 
if possible one public presentation of cancer 
prevention material in your county, several if 
advisable, at a time acceptable to the State 
Program. 

Fourth: Assist in organization of new County 
Auxiliaries. 

Fifth: Hold yourself in readiness to give as 
wide support as possible when called upon by 
the State Legislative Committee. 

Sixth: Present to as many organizations as 
possible the talk on ‘The Necessity of Health 
Cards for Household Servants.’ 

Seventh: Use at least one Study Envelope 
during the year. 

“The time has come when a well organized 
Woman’s Auxiliary in every county can be a 
great aid to the State Society—therefore we ask 
for your wholehearted cooperation.” 

The value of the Woman's 
throughout the country is becoming recognized 
more and more. 

Such men as Dr. Olin West, Dr. Chas. Mayo 
and others have urged that the medical societies 
not overlook the value of the Woman's Auxiliary, 
and your advisory committee is of the opinion 
that there is an unharnessed power in this organ- 
ization that can be of great value to our society 
in the future, especially with the legislative pro- 
gram that has been outlined. The state-wide 
work of the auxiliary in several states speaks 
for itself. 

We have all been interested in-the Basic Sci- 
ence Law battle that has been going on in Oregon, 
and may I quote one paragraph from an article 
: “Intensive 


Auxiliaries 


appearing in “Northwest Medicine 
participation in the fight against the proposed 
healing arts amendment to the Oregon state 
constitution, which resulted in its defeat at the 
November 6th election by a majority of more 
than 115,000 is cause for justifiable pride this 
fall to the Woman’s Auxiliary to the Oregon 
State Medical Society. For eight busy months 


preceding the election, the auxiliary women were 


untiring in their efforts to defeat the amendmen 
which would, if passed, have defeated in effect 
the important basic science law passed by th: 
1933 legislature. Throughout the entire eigh 
months’ fight the women of the medical auxiliar 
treated the campaign as an educational issu 
Their entire program had as its objective the dis- 
semination of information relative to the issues 
involved in the measure and the disastrous re- 
sults which might follow its passage.” 

One of the chief objectives next year of the 
Woman’s Auxiliary will be an expansion pro- 
gram. I have a map here showing in red blocks 
the existing eight Woman’s Auxiliaries, and in 
blue blocks the 24 possible unorganized societies, 
there being 32 county societies. 

In view of the work of the past year, your 
committee wishes to recommend two things: 
First, the cooperation of the state and county 
societies in organizing new auxiliaries when 
called upon by the organization chairman of the 
Woman’s Auxiliary to the Florida State Medical 
Society. 

And second, realizing that no organization with 
work to do can exist and grow without funds. 
we recommend that the State Association allocate 
50c a year per member of the State Society to 
the treasurer of the State Auxiliary, either from 
the present dues, or by an increase of 50c a year. 
Fifty cents a year per doctor will mean very little, 
but will make a growing, helpful organization 
out of our Woman’s Auxiliary. 

Respectfully submitted, 
Gorpon H. Ira, Chairman: 
EUGENE G. PEEK, 
Wiiuiam A. Haccarp, 
LAUCHLIN M. Rozier. 

It was moved, seconded and carried that the 
above report be accepted without the allotment 
of 50 cents per member as recommended. 

Due to the absence of Dr. Ralph N. Greene 
no report was made by the Committee on. State 
Hospitals for Insane. 

The report of the Inter-Relationship Com- 
mittee was read by Dr. Charles D. Cleghorn, for 
Dr. Rowlett, as follows: 

REPORT OF THE INTER-RELATION- 
SHIP COMMITTEE 

Your Committee is pleased to report a very 
successful and active year. In addition to a 
number of get-together meetings of local physi- 
cians, dentists and druggists, there was held in 
Orlando on February 7th, a general meeting of 
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your Inter-Relationship Committee with similar 
committees appointed by the Dental and Pharma- 
ceutical Associations of the State. In addition 
to creating a better and more friendly under- 
standing between these three organizations, a 
very constructive program was mapped out, 
which is bound to produce much good to the 
physicians of the state as well as the two above- 
mentioned organizations. 

Through the efforts of the Inter-Relationship 
Committee, the legislative committees of the 
Medical, Dental and Pharmaceutical Associations 
were brought together for a unified legislative 
program, which is being well supported by all 
three organizations. 

At the annual meeting of the State Dental 
Association, held last fall in Pensacola, two mem- 
bers of the Florida Medical Association were 
placed on the program, one of whom was our 
President, Dr. Homer Pearson. Similar invita- 
tions have already been sent to members of our 
Association to appear on their program at the 
next meeting of the State Dental Association 
in Tampa next October. Your Committee be- 
lieves that the interchanging of speakers among 
the above-mentioned organizations is a whole- 
some idea, which will result in a better under- 
standing. Therefore, we recommend that the 
Florida Medical Association invite at least one 
member from the Dental and Pharmaceutical 
Associations to appear on the program at its 
annual meeting. 

Respectfully submitted, 

Witir1aM M. Row ett, Chairman ; 
J. Knox Simpson, 

Cuares D. CLEGHORN. 

Motion made and seconded that the above 
report be adopted. Voted and carried. 

In the absence of Dr. Flipse, no report was 
made by the Committee on Tuberculosis and 
Public Health. 

The report of the Committee on 
minded and Venereal Disease Control was read 
by Dr. Henry Hanson, as follows 
REPORT OF COMMITTEE ON FEEBLE- 

MINDED AND VENEREAL DISEASE 

CONTROL 

Several efforts have been made to have a 
meeting of the Committee on Feeb!e-minded and 
Venereal Disease Control but due to various 
circumstances no full meeting has been held. 

The Committee has corresponded, discussing 


Feeble- 


various items, and has made recommendations 
somewhat as follows: 
FEEBLE- MINDEDNESS 

One member of the Committee recommended 
a further study of the feeble-minded in a eugenic 
study of the families concerned. A recommen- 
dation was made that such should be sterilized. 
It is believed that if adequate funds were made 
available one might go into the disease history 
of these families, as well as other hereditary 
traits, thereby determining what offers the most 
practical approach to a solution of the obscure 
problem of feeble-mindedness, 

VENEREAL DISEASE 

In order to accomplish any results in a control 
of the venereal disease prevalence the Chairman 
of the Committee suggests that the venereal 
diseases so-called (syphilis, gonorrhea and chan- 
croid) be placed on the same basis as other com- 
municable disease ; that an epidemiological study 
be made and the same general principles be fol- 
lowed out as in the communicable diseases in 
general. 

Further, the State Medical Association should 
give consideration to the establishment of clinics 
for study and treatment of this group of com- 
municable diseases among the indigents. The 
members of the Medical Association should avoid 
giving the unfortunate victims the feeling that 
they are regarded as outcasts. Individuals sick 
with syphilis, gonorrhea or chancroid should be 
treated as sick human beings and shown a rea- 
sonable amount of sympathy so as to avoid having 
these unfortunates go to “quacks” who temporize 
with them until all money is gone. When those 
in poor financial circumstances fall into the hands 
of “quacks” the “quack” plays with him until 
he has received the victim’s money, and after 
that the victim wanders at large and is to a large 
extent responsible for further dissemination of 
his communicable disease. 

It is recommended that the problem of the 
feeble-minded and venereal disease control be 
given more intensive study during the coming 
vear, 

Respectfully submitted, 
Henry Hanson, Chairman : 
J. R. McEacuern, 
P. L. Dopce. 

It was moved and seconded that the above 
report be adopted. Voted and carried. 

Dr. Joseph S. Stewart, Jr., read the following 
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report of the Committee to Study Contraception 
and Therapeutic and Eugenic Sterilization : 
REPORT OF COMMITTEE TO STUDY 
CONTRACEPTION AND THERA- 
PEUTIC AND EUGENIC 
STERILIZATION 

1. There are at present no laws regulating 
birth control in the State of Florida. 

2. The Federal Statutes affecting birth control 
are briefly: 

Section 211 of the U. S. Penal Code prohibits 
sending or receiving by or from the U. S. mails 
information or supplies pertaining to the pre- 
There are no exemptions. 


’. S. Penal Code also pro- 


vention of conception. 

Section 245 of the | 
hibits sending or receiving, by or from, an ex- 
press company or other common carrier infor- 
mation or supplies pertaining to the prevention 
of conception. There are no evemplions. 

Sections 311 and 312 affect the territories and 
districts of the U. S. and are even more rigid in 
their prohibition as they forbid even the posses- 
sion of any article intended for the prevention 
of conception. There are no exemptions, 

Violations of these laws are subject to a fine 
of $2,000 to $5,000 or imprisonment for not 
more than five years, or both. 

3. The National Committee on Federal Legis- 
lation for Birth Control, headed by Mrs. Mar- 
garet Sanger, is the best known committee cru- 
sading for repeal of the present national birth 
control laws. ‘This is a lay committee. ‘lhe 
excellent bill sponsored by this committee has 
recently been defeated in Congress. 

4. During the past several years there has 
come into being ‘The National Medical Commit- 
tee on Federal and State Contraceptive Legisla- 
tion, composed entirely of doctors, and even 
from any supply 


refusing financial support 


house selling contraceptives. ‘his committee is 
national in scope, having sub-committees in each 
state. A thorough study is being made of the 
birth control question by this committee and the 
conclusions reached and recommendations made 
are comprehensive, adequate, and dignified. 

5. The bill sponsored by the National Commit- 
tee on Federal Legislation for Birth Control 
(Margaret Sanger, President), and recently de- 
feated in Congress is as follows: 

“Be it enacted by the Senate and House of 
Representatives of the United States of America 
in Congress Assembled, That sections 211, 245 
and 312 of the Criminal Code, as amended, are 


each amended by adding at the end thereof th 
following : 

“*The provisions of this section shall not | 
construed to apply to any book or informati 
relating to the prevention of conception, or a 
ticle, instrument, substance, drug, medicine, or 
thing designed, adapted, or intended solely for 
the prevention of conception for use (1) by ai 
physicians legally licensed to practice medici 
in any State, Territory or the District of Colum- 
bia, or by his direction or prescription; (2) by 
any druggist in filling any prescription of a 
licensed physician; (3) by any medical college 
legally chartered under the laws of any Sta 
Territory, or the District of Columbia; or (4) 
by any hospital or clinic licensed in any Stat 
Territory, or the District of Columbia, except 
in any State in which such use is prohibited by 
the law thereof.’ ”’ 

6. Such a bill meets all the requirements of 
our profession. It is probable that no further 
action can be given it before 1937. 

7. The following quotation from a report of 
the National Medical Committee on I ecderal and 
State Contraceptive Legislation is herewith in- 
serted as a part of the report of your Committee: 

“The failure of previous lay efforts to amend 
the law indicates that an uniform and formidable 
medical demand for the exemption of physicians 
from its provisions will be necessary in overcom- 
ing the legislative inertia based on a fear that 
political reprisals from the opposition might fol- 
low such a course. Such amendment is also 
essential in converting the present illicit and 
illegal atmosphere surrounding contraception to 
one of decency and legality; this is the only way 
to induce physicians to furnish the technical 
knowledge necessary for successful experimental 
and clinical research, as well as to permit the 
dissemination of the results of such investiga- 
tions to the profession. In such a situation the 
obvious recourse is the American Medical Asso- 
ciation, and the primary and immediate objective 
of this Committee is to secure its sanction for a 
comprehensive scientific and legislative program 
on contraception. In our opinion, such a pro- 
gram to be effective, must include a scientific 
study of contraceptives and concerted effort to 
secure satisfactory remedial legislation. 

“The necessity of the former is all too clear. 
No method, mechanical, chemical, biological or 
combinations of these, uniformly satisfactory 
under differing anatomical, physiological and 
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psychological conditions, has so far been devel- 
oped. The ultimate results of some methods are 
unknown. Others are known to be attended with 
grave danger to health and even to life. In the 
absence of a definite consensus of medical opin- 
ion, the great public demand for adequate, safe 
and sane contraception is being commercially 
exploited by interests solely concerned in capital- 
izing it for financial profit. Asa result the coun- 
try is being flooded with thinly veiled advertise- 
ments in lay journals making the most extrava- 
gant claims for various jellies, powders and sup- 
positories; physicians are constantly receiving 
circulars urging them to employ various vaginal, 
intracervical and even intra-uterine stems, but- 
tons and pessaries, or to resort to injections of 
seminal proteins ; and enterprising publishers are 
selling by the hundreds of thousands books and 
pamphlets on an alleged sterile period, and the 
U. S. Patent Office asked to grant patents on 
various mechanical type calendars for its rapid 
determination. Such a situation demands an 
intelligent interest on the part of organized 
medicine ; to fail here is but to furnish another 
argument to those bent on its destruction. Such 
interest can be best demonstrated by a study of 
the whole subject by the Council of Pharmacy 
and Chemistry of the American Medical Asso- 
ciation. It is the only agency that can set up 
standards to bring order out of chaos, mitigate 
the veils of commercial exploitation, and furnish 
the information necessary to enable the medical 
profession to meet intelligently the current public 
demand. The public as well as the profession 
have been painstakingly educated to look to this 
agency of organized medicine for information 
concerning drugs and procedures to be used in 
every branch of medicine. Are they not entitled 
to authoritative information from this source on 
standards of efficiency and safety for contracep- 
tive devices and medicaments ? 

“In view of all the considerations outlined 
above, the primary and immediate objective of 
this Committee is to secure the adoption of a 
resolution urging the American Medical Asso- 
ciation to initiate a comprehensive program on 
contraception by: 

“A. Having the Council on Pharmacy and 
Chemistry or other designated body conduct a 
study and investigation of contraceptives as to 
their efficiency, safety, standardization, etc., and 
by: 

“B. Instructing its legal department to take all 


necessary steps to secure the passage by the Con- 
gress of the United States of legislation exempt- 
ing all the medical phases of contraception from 
the present statutes.” 

8. This Committee makes the following rec- 
ommendations : 

A. That no new laws be advocated for birth 
control in the State of Florida at the present 
time. 

B. That the following resolution be approved : 

Whereas, The provisions of Sections 211, 245, 
311 and 312 of the U. S. Penal Code dealing with 
contraception, 

1. Seriously reflect on the integrity and pro- 
bity of the medical profession. 

2. Tend, by hampering physicians in private 
and clinic practice in obtaining supplies, to pre- 
vent them from giving adequate contraceptive 
advice, even in cases where it is necessary to 
conserve health or life itself. 

3. Prevent the publication of all contraceptive 
information in medical text-books and medical 
journals, resulting in widespread ignorance on 
the part of the medical profession on this impor- 
tant and necessary branch of preventive medi- 
cine, and interfering with the instruction of med- 
ical students and practitioners concerning it. 

4. Constitute an unwarranted interference by 
the Federal Government with the right of each 
state to control the practice of medicine within 
its own jurisdiction as it may see fit. 

5. Have resulted in the commercial exploita- 
tion of the practice of contraception, through 
taking it out of the hands of the medical profes- 
sion; and 

Whereas, Legislation is now pending in the 
Congress of the U. S. that, if enacted into law, 
would make the provisions of the Federal Penal 
Statutes respecting contraception even more rig- 
orous ; and 

Whereas, The whole subject is seriously in 
need of scientific study and investigation, in order 
that satisfactory standards of effectiveness and 
safety may be authoritatively set up, thus miti- 
gating the evils of the increasing commercial 
exploitation of medicaments, devices and proce- 
dures often potentially harmful or dangerous to 
health ; and 

Whereas, The medical profession and the pub- 
lic have the right to look to the American Med- 
ical Association to assume a role of leadership 
in both the scientific and legal phases of contra- 
ception : 
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THEREFORE Be I REsoivep: That the Florida 
Medical Association requests the House of Dele- 
gates of the American Medical Association to 
initiate a comprehensive program with respect to 
contraception, instructing its appropriate agencies 
to undertake the necessary scientific study and to 
make every legitimate effort to have Federal and 
State laws so amended as to remove the restric- 
tions now affecting physicians; and that the 
Secretary be hereby instructed to forward a copy 
of this resolution to the Secretary of the Amer- 
ican Medical Association. 

That our delegates to the American Medical 
Association be instructed to urge and vote for 
the adoption of such program. 

That County Medical Societies of the state 
be encouraged to devote one program next year 
to the discussion of contraception. 

Your Committee feels that the time is not 
right, nor sentiment sufficiently strong, for fur- 
ther action on state laws for eugenic sterilization 
at this time. 

Com™itrEE To Stupy CONTRACEPTION AND 

THERAPEUTIC AND E,UGENIC STERILIZATION. 

Jos. S. Stewart, Chairman ; 
LercH F. RoBINson, 
Josepn H. Rurrer. 

It was moved and seconded that the above re- 
port be adopted. Voted and carried. 

Dr. Pearson mentioned a letter from the Gov- 
ernor to Dr. Rowlett last vear, in which he stated 
that he would like to see the convention of the 
American Medical Association held in Florida. 
Dr. Pearson stated that this matter had been 
taken up but that there was no possible place in 
Florida where this convention could be held 
except Miami, and that Miami did not have an 
auditorium suitable for the meetings. Miami 
hopes to have an auditorium of sufficient size 
within the near future, but that will be one or 
two years hence. 

Dr. Henry Hanson asked permission to bring 
up the matter of an invitation to the American 
Public Health Association. ‘This was referred 
to the House of Delegates. 

The following telegram was read by the Pres- 
ident : 

“Dr. Homer L. Pearson, President Florida 
State Medical Association—in annual meeting 
assembled : 

Greetings and good wishes. 
having a most successful annual meeting. Under 
the Presidency of your own Dr. H. Mashall 


I hope you are 


Taylor we anticipate our St. Louis Meeting this 
November will be the most successful one we 
have ever had and expect a large number of your 
good Florida Doctors to be with us on that 
occasion. 

C. P. Loranz, Southern Medical Association.” 

The following recommendations were read by 
the President, Dr. Homer L. Pearson: 

“T believe it is customary for the president to 
make certain recommendations to the Association 
concerning the work for the coming year and | 
believe it might be well to make those recommen- 
dations now. 

“Heretofore the Committee on Legislation and 
Public Policy has not had a great deal to do on 
off-legislative years, or during the year that the 
Legislature is not in session. I feel that during 
those years particularly, the Legislative Commit- 
tee should serve also as a political committee. It 
should be a rather large committee, with repre- 
sentatives from all parts of the state whose duty 
it would be to furnish the Association with the 
lists of candidates for every office throughout 
the state, and to list their qualifications, to obtain 
from the candidates themselves a_ statement 
relative to their feelings concerning the medical 
profession, or if they are in sympathy with the 
legislative program of our Association. Then, 
too, they should instruct the Association as to 
which candidates we should support. The com- 
mittee serving in this capacity would be of ines- 
timable value to the Association and would sim- 
plify the work of the Committee a great deal in 
legislative years. 

“The maternal mortality rate of the United 
States is as high as that of any civilized nation. 
The maternal mortality rate of the State of Flor- 
ida was higher than that of any other State in 
the Union. It is my understanding that this rate 
has been materially lowered this year, however 
When the above astounding facts are made 
known it is the disposition of a great many of us 
to try to explain why; in other words, to make 
excuses for it, such as inaccurate statistics and 
an unusually large number of poor maternal risks 
or women who should not be allowed to attempt 
child-bearing and, too, we say that the lax laws 
of Florida allow almost anyone to assume the 
responsibility of caring for the mother at the 
time of her confinement. We really do feel, and 
expect to manifest that feeling, that too many 
Florida women receive poor care at this impor- 


tant event in their lives. Be that as it may, the 
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fact still remains that Florida has one of the 
highest maternal mortality rates in the nation. 
That is a serious indictment against those prac- 
ticing midwifery in this state. It is so serious 
that the Florida Medical Association should take 
definite steps to lower that rate. 

“Therefore, to work with the American Com- 
mittee on Maternal Welfare, I wish to recom- 
mend the appointment by the President of this 
\ssociation, a permanent Committee of the 
Florida Medical Association on Maternal Wel- 
fare. One member should be appointed from 
each congressional district of the state. ‘These 
men must be picked with great care. They must 
not only be enthusiastic but must be willing to 
work, for if the committee is to do any real 
good it will take a great deal of hard work. There 
are committees such as this from nearly all the 
State Medical Associations and their duty now 
is to investigate and analyze all the maternal 
deaths in their respective states. This committee 
would make an annual report to the Association 
as do the other committees of the Association. 
I feel that it is imperative that such a com- 
mittee be named.” 

There being no further business, the meeting 
adjourned. 

FIRST MEETING OF THE HOUSE OF DELEGATES 

The House of Delegates convened at 8:00 
p. m. Monday, May 13th, in the Dixie Theatre. 

Call to order by the President, Dr. Homer L. 
Pearson. 

Roll call by the Secretary showed the follow- 
ing delegates present: 

DELEGATES 
ALACHUA CounTy MepiIcaL SocieTy— 

J. M. Dell, Sr. 

Brevarp County MepicaL SocieTy— 

W. C. Page 
Broward County Mepica. Society— 

Leigh F. Robinson 
CoLumBIA CouNTy MepicaL SocieTty— 

T. H. Bates 
Dape County MepicaL Society— 

Walter C. Jones 

Warren Quillian 

Carl Dunaway 

Joe S. Stewart 

Roy Holmes 

Gerard Raap 
DeSoro-HArpEE-HIGHLANDS CouNTy MepicaL SocieTY— 

L. W. Martin 


Duvat County MepicaL Society— 
J. Knox Simpson 
C. B. Mabry 
L. Y. Dyrenforth 
Ferdinand Richards 
J. B. Black 
Escamsia County MepIcaL SocieTy— 
M. A. Lischkoff 


HiL_sporo CouNTy MeEpIcAL SocieTY— 
Bundy Allen 
J. W. Taylor 
J. W. Alsobrook 
H. Mason Smith 
Lake County MepicaL Society— 
W. L. Ashton 
Lee County Mepicat Society— 
H. Quillian Jones 
LEoN-GADSDEN-LIBERTY-WAKULLA-JEFFERSON COUNTY 
MebIcAL SociETY— 
J. H. Pound 
MANATEE CouNTYy MepicaL SocieETY— 
H. Gates 
Marion County Mepicat SocieTy— 
Eugene G. Peek 
ORANGE CouNTy MepicaL SocieTy— 
H. A. Day 
C. D. Christ 
C. J. Collins 
PaLtmM BeacH County MepicaL Society— 
W. L. Shackelford 
W. Y. Savad 
W. J. Buck 
Pasco-HERNANDO-CITRUS CoUNTY MEDICAL SoclIETY— 
George A. Dame 
PINELLAS CouNTy MeEpIcaL SocleETY— 
O. O. Feaster 
J. A. Strickland 
A. L. Mills 
H. E. Winchester 
PoLk County MepicaL Society— 
R. L. Cline 
J. R. Boulware, Jr. 
J. L. Hargrove 
St. JoHNs County Mepicat SocieTy— 
H. E. White 
St. Lucte-OKEECHOBEE-INDIAN RIVER-MARTIN COUNTY 
MEDICAL SOCIETY— 
E. B. Hardee 
SEMINOLE CounTy MepicaL SocieTty— 
H. D. Smith 
SUMTER CoUNTY MepicaL SocieETY— 
S. C. Wood 
VoLusia County MepicaL Society— 
Hugh West 
WALTON-OKALOOSA CouNTY MepIcaL SocieTy— 
C. W. McDonald 
Bay, Jackson, Madison, Monroe, Putnam, Sarasota and 
Taylor County Medical Societies were not represented. 


The first order of business was the adoption 
Motion 
made and seconded that the minutes be adopted 
as published in the May, 1934 Journal. Voted 


of the minutes of last year’s meeting. 


and carried. 

Dr. Pearson called for the nomination of one 
delegate and one alternate to the American Med- 
ical Association meeting for two-year terms. 

Dr. Meredith Mallory was nominated by Dr. 
Bundy Allen as a delegate to the A. M. A. fora 
two-year term, seconded by Drs. C. D. Christ 
and H. Mason Smith. It was moved and sec- 
onded that the nomination be closed and Dr. 
Meredith Mallory appointed delegate. So or- 
dered. 

Dr. W. J. Buck then nominated Dr. C. D. 
Christ alternate delegate to the A. M. A. for a 
two-year term. It was moved, seconded and car- 
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ried that the nominations be closed and Dr. Christ 
appointed alternate delegate. 

The two proposed amendments to the consti- 
tution presented at the 1934 meeting were read 
as follows: 

1. That the first sentence of Article VI, Sec- 
tion 2, be amended to read: 

“The Association shall hold an Annual Meeting at a 
place selected by the outgoing Executive Committee.” 

2. That Article VII, Section 2, be amended 
to read: 

“All officers of this Association shall be elected by the 
House of Delegates at its last session and the names of 
the new officers shall be announced to the Association at 
its last general session.” 

There was a standing vote of 21 to 18 in 
favor of the first amendment. (Two-thirds 
majority required ). 

Following the reading of the second proposed 
amendment, Dr. Dell offered a motion for roll 
call vote to include both proposed amendments 
as above quoted. Seconded and carried. 

Ayes—Dell, Page, Allen, H. Mason Smith, 

Gates, Day, Christ, Collins, Shackelford, Dame, 
Feaster, Strickland, Mills, Winchester, Wood— 
15. 
Nays—Robinson, Bates, W. C. Jones, Quillian, 
Dunaway, Stewart, Holmes, Raap, Martin, Simp- 
son, Richards, Dyrenforth, Lischkoff, Taylor, 
Alsobrook, Ashton, H. Q. Jones, Pound, Peek, 
Sayad, Buck, Cline, Boulware, Hargrove, White, 
Hardee. H. D. Smith, West, McDonald—29. 

Twenty-nine votes in opposition to fifteen in 
favor. Both amendments lost. 

Motion made by Dr. J. M. Dell, Sr., that the 
above vote be reconsidered. Dr. Dell's motion 





received a standing vote of 21 against 17. A 
second roll call vote was ordered. 

Ayes—Robinson, W. C. Jones, Quillian, Dun- 
away, Stewart, Simpson, Dyrenforth, Richards, 
Black, Lischkoff, Pound, Gates, Christ, Shackel- 
ford, Sayad, Buck, Feaster, Strickland, Mills, 
Winchester, Cline, Boulware, Hargrove, White, 
Hardee—25. 

Nays—Dell, Page, Bates, Raap, Holmes, Mar- 
tin, Allen, Taylor, Alsobrook, H. Mason Smith, 
Ashton, H. Q. Jones, Peek, Day, Collins, Dame, 
H. D. Smith, Wood, West, McDonald—20. 

There were twenty-five votes in favor of the 
amendment and twenty opposed. However, due 
to an insufficient majority, the amendment was 
lost. 

A resolution to amend the By-Laws of this 
Association was read by Dr. H. A. Day, who was 
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requested to present same at the next open ses- 
sion. 

Dr. H. Mason Smith, Chairman pro tem of the 
Committee on State Hospitals for the Insane 
in the place of Dr. Ralph N. Greene, requested 
permission to present the committee’s report at 
this session, 

Upon motion duly made, seconded and carried 
Dr. H. Mason Smith read the following report 
REPORT OF COMMITTEE ON STATE 
HOSPITALS FOR INSANE 

Your Committee on State Hospita!s for thc 
Insane regrets very much to report the illness of 
Chairman Ralph Greene since March first, which 
has prohibited his activities in the interest of this 
committee and the Florida Medical Association. 
Since Dr. Greene’s illness, H. Mason Smith has 
been designated as Chairman pro tem, and has 
been serving as Chairman of this Committee. 

The major purpose of this committee was to 
sponsor and encourage the creation of a new 
State Hospital for the Insane in the peninsular 
section of the state. Very little encouragement 
was obtained from the members of the state 
Legislature prior to the convening of the present 
session. In the early part of the present session 
considerable encouragement was obtained by the 
committee from the fact that the Legislature is 
endeavoring to use some of the government's 
funds in the construction of extensions at Chat- 
tahoochee or the creation of a new hospital. 

It has been a matter of general knowledge that 
the present State Hospital is so crowded that the 
admission of patients has been limited to a very 
few of the worst type of mental cases since Jan- 
uary Ist. The lay superintendent of the State 
Hospital at Chattahoochee has asked for a million 
dollars for extension at that institution. The 
medical staff of the State Hospital at Chatta- 
hoochee has recommended the creation of another 
institution in the southern part of the state in- 
stead of making extensions to the plant at Chat- 
tahoochee. 

Further encouragement has been obtained by 
the fact that Representative Lea of Manatee 
County has introduced a bill in the House to pur- 
chase the properties at Sun City, Florida, which 
is situated 30 miles south of Tampa and 20 miles 
north of Bradenton, for the purpose of establish- 
ing there a Hospital for the insane. The pur- 
chase price of this property is incorporated in 
the bill. (Note amendment by House of Dele- 
gates). Your committee has been anxious for 
this bill to go through as there are buildings al- 
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ready constructed on this property which can 
easily be converted for immediate admission of 
insane patients and the passage of this bili would 
save three or four years in obtaining a hospital. 
That is, if a bill merely provides for the creation 
of an institution and leaves the location and the 
construction of buildings to the Board of Com- 
missioners of State Institutions, it will require 
three or four years to build the institution and 
have it ready for the reception of patients. 

The members of the House and Senate spon- 
soring this bill have promised both the Pres- 
ident and this Committee that the Medical Asso- 
ciation would have a hearing before the joint 
committee dealing with this bill at the time when 
it is considered ; such committee action, however, 
has not yet been taken. 

COMMITTEE ON STATE Hospitats FoR INSANE. 
H. Mason Smiru, Chairman pro tem; 
H. A. Day, 
Grorce M. Dawson. 

Dr. Christ disagreed with that portion of the 
above report relative to the purchase by the state 
of a specified tract of land on which to construct 
the proposed new State Hospital for the Insane. 

Dr. H. A. Day, a member of the committee, 
discussed the report briefly, stating that he was 
in favor of the report except for that portion 
which specified a definite location and price. 

Upon motion made and seconded the report 
was voted but not accepted. 

Dr. H. Mason Smith announced that the legis- 
lature had promised the Association a hearing 
on this proposition, and he offered the motion 
that this Association request them to build this 
hospital in the peninsular part of the state. 

Motion seconded by Dr. Eugene Peek. Motion 
carried. 

Dr. Hardee proposed an amendment to include 
a general and a tubercular hospital. Amendment 
not accepted. 

Dr. Pearson then cal'ed for a standing vote on 
the committee’s report, which was unanimously 
accepted as amended. 

Motion made, seconded and carried that Dr. 
H. Mason Smith’s amendment be accepted and 
that the Association ask that this hospital be built 
in the peninsular portion of the state—but not 
to combine this with the general and tubercular 
hospital, as proposed by Dr. Hardee. 

Dr. Jos. S. Stewart, Chairman, read the fol- 
lowing resolution of the Committee to Study 
Contraception and Therapeutic and Eugenic 





Sterilization : 


Whereas, The provisions of Sections 211, 245, 311 and 

312 of the U. S. Penal Code dealing with con.raception, 

1. Seriously reflect on the integrity and probity of the 
medical profession, 

2. Tend, by hampering physicians in private and 
clinic practice in obtaining supplies, to prevent them 
from giving adequate contraceptive advice, even in 
cases where it is necessary to conserve health or life 
itself, 

3. Prevent the publication of all contracep:ive infor- 
mation in medical text-books and medical journals, 
resulting in widespread ignorance on the part of the 
medical profession on this important and necessary 
branch of preventive medicine, and interfering with 
the instruction of medical students and practitioners 
concerning it, 

4+. Constitute an unwarranted interference by the Fed- 
eral Government with the right of each State to 
control the practice of medicine within its own 
jurisdiction as it may see fit, 

5. Have resulted in the commercial exploitation of the 
practice of contraception, through taking it out of 
the hands of the medical profession; and 

Whereas, Legislation is now pending in the Congress 
of the U. S. that, if enacted into law, would make the 
provisions of the Federal Penal Statutes respecting con- 
traception even more rigorous; and 

Whereas, The whole subject is seriously in need of 
scientific study and investigation, in order that satisfac- 
tory standards of effectiveness and safety may be au- 
thoritatively set up, thus mitigating the evils of the in- 
creasing commercial exploitation of medicaments, devices 
and procedures often potentially harmful or dangerous 
to health; and 

Whereas, The medical profession and the public have 
the right to look to the American Medical Association to 
assume a role of leadership in both the scientific and 
legal phases of contraception: 

THEREFORE Be It Reso_vev: That the Florida Medical 
Association requests the House of Delegates of the 
American Medical Association to initiate a comprehen- 
sive program with respect to contraception, instructing 
its appropriate agencies to undertake the necessary scien- 
tific study and to make every legitimate effort to have 
Federal and State laws so amended as to remove the 
restrictions now affecting physicians; and that the Sec- 
retary be hereby instructed to forward a copy of this 
resolution to the Secretary of the American Medical As- 
sociation. 

Be Ir Furtuer Reso_vep: That our delegates to the 
American Medical Association be instructed to urge and 
vote for the adoption of such program. 


Motion made, seconded and carried that this 
resolution be adopted as read. 

The following resolution was presented by 
Dr. E. B. Hardee: 

“Be It Resotvep: That the Florida Medical 
Association hereby expresses its disapproval of 
any of its members in making initial examina- 
tions for life insurance applicants at a fee of 
less than $5.00. 

“Be It Resoivep: That the Florida Medical 
Association approves the exaction of a fee of 
not less than $5.00 for a report to any insurance 
company referable to the physical or mental con- 
dition of an applicant for insurance or a disabil- 
ity claim.” 

Motion made, seconded and carried that the 
resolution be adopted as read. 

The following resolution was read by Dr. Quil- 
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“Br It Resotvep: That the President of the 
Florida Medical Association appoint a permanent 
committee to study problems concerning maternal 
and infant mortality in Florida.” 

Dr. M. A. Lischkoff offered a motion that the 
Florida Medical Association appoint two dele- 
gates to the Alabama Medical Association meet- 
ing, to exchange delegates with the Alabama 
Medical Association as has been the custom with 
the Georgia Medical Association. Seconded and 
carried. 

The next order of business being the selection 
of a meeting place for 1936, Dr. J. Knox Simp- 
son of Jacksonville submitted literature from 
the P. & O. Steamship Co., and moved that the 
Association charter the $.S. Florida for a cruise 
among the Bahama Islands, the meetings to be 
held on board ship. 

Dr. O. O. Feaster extended a most cordial 
invitation from the Pinellas County Medical 
Society that the Association meet in St. Peters- 
burg next vear. 

After much discussion a rising vote resulted 
in 25 for the boat trip and 20 for St. Petersburg. 

It was moved, seconded and carried that a roll 
call vote be ordered to reconsider the selection 
of a meeting place for 1936, which resulted as 
follows: 

Boat trip—Robinson, Bates, W. C. Jones, 
Quillian, Dunaway, Stewart, Holmes, Raap, 
Simpson, Mabry, Dyrenforth, Richards, Black, 
Lischkoff, Allen, J. W. Taylor, Pound, Gates, 
Day, Collins, Buck, H. E. White, Hardee, West 
—24. 

St. Petersburg—Dell, Page, L. W. Martin, 
Alsobrook, H. Mason Smith, Ashton, H. Q. 
Jones, Peek, Christ, W. L. Shackelford, Sayad, 
George Dame, Feaster, Strickland, Mills, Win- 
chester, Cline, Boulware, Hargrove, H. D. Smith, 
Wood, McDonald, Richardson—23. 

Dr. Pearson, speaking for the Dade County 
Medical Society, extended an invitation to the 
Association to hold the 1936 annual meeting in 
Miami in the event a minimum of three hundred 
reservations were not made and the boat trip 
had to be cancelled. 

On motion duly seconded and carried, Dade 
County’s invitation was accepted, subject to the 
cancellation of the boat trip. 

There being no further business, on motion 
made, seconled and carried, the meeting ad- 
journed. 


FIRST SCIENTIFIC ASSEMBLY 
The Scientific Assembly convened at 9:00 


a. m., Tuesday, May 14th, in the Dixie Theatre, 
with Dr. G. S. Osincup presiding. 
The following papers were read and discussed . 
1. “Friedman ‘Test for Pregnancy. Report of 
Two Hundred Cases,’ Dr. Herbert R 
Mills. ‘Tampa. 
2. “Obstetrical Liabilities,” Dr. Samuel R 
Norris, Jacksonville. 


“Maternal Mortality,” Dr. Henry Hanson, 


Jacksonville. 


is) 


SECOND GENERAL SESSION 

The General Assembly reconvened at 10:30 
a. m., May 14th, in the Dixie Theatre, with Dr. 
Homer L. Pearson in the Chair. 

Meeting called to order. 

The following report of the Secretary-Treas- 
urer-Editor and Business Manager was read by 
Dr. Shaler Richardson: 

JOINT REPORT OF 
SECRETARY-TREASURER, EDITOR OF 
THE JOURNAL, DR. SHALER RICH- 
ARDSON, AND BUSINESS MAN- 
AGER, DR. STEWART G. 
THOMPSON 
To The President and Members of the Florida 

Medical Association in Session at Ocala. 
GENTLEMEN : 

MEMBERSHIP 

There was a net increase of 102 paid members 
in the Association for 1934 as compared with the 
previous year. For the calendar year 1934, there 
were 995 paid members as compared with 893 
for 1933. 

The Dade County Medical Society held first 
place in the number of paid members for 1934. 
having a total of 194. This is the third consecu- 
tive year that this society has held first place in 
total paid memberships. Duval County Medicai 
Society was second with a total of 141. The 
Hillsboro County Medical Society held third 
place and has reached the over-one-hundred 
class, having a paid membership of 106 for 1934 
as compared with 84 for the previous year. 

For the calendar year 1934, there were twenty- 
three component societies showing 100% of 
their membership dues paid. They were: 
Alachua, Columbia, Dade, Hillsboro, Lee, Leon- 
Gadsden - Liberty - Wakulla- Jefferson, Madison, 
Manatee, Marion, Monroe, Orange, Palm Beach, 
Pasco-Hernando-Citrus, Pinellas, Putnam, St. 
Johns, St. Lucie-Okeechobee-Indian River-Mar- 
tin, Sarasota, Seminole, Sumter, Taylor, Volu- 
sia, and Walton-Okaloosa. This appears to 
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Total members who have paid state ducs 
~~ 1918 to 1934 Inclusive a, 


Year | Total 


1934 | 995 
1933 | 893 
1932 | 927 
1931 934 
1930 | 964 
i929 | 1020 
1928 | 1068 
1927 | 
1926 
1925 
1924 
1923 
1922 
192) 
1920 
i9i9 | 396 
i918 | 409 


be the best record made so far. Oj the 
32 component societies, 23 show 100% of 
State dues paid for 1934, with six of the remain- 
ing societies having only one member each in 
arrears. This means that only three county 
societies out of a total of 32 had more than one 
member in arrears for 1934. 

The number of members dropped in 1934. 
because of death, moving from the State, or 
failure to pay State dues, totaled 24 as compared 
with 52 for the previous year. This comparison 
is, indeed, very encouraging. 


JOURNAL 

During the year, 14,892 Journals were mailed 
from the business office. This direct mailing of 
the Journal saves considerable expense and is of 
great assistance in keeping an up-to-date mailing 
list of members, advertisers and subscribers. 
The cost of printing the Journal has not varied 
during the past year although the printer has 
advised us that the cost of production has slightly 
increased. 

The Record Company of St. Augustine have 


Members 





printed the Association’s Journal for many years 
and their work has been high-class and entirely 
satisfactory. We desire to highly compliment 
those in this concern who are responsible for this 
splendid cooperation and good work. 

The Committee on Publication has rendered a 
real service to the members of our Association in 
so faithfully reading and editing scientific papers 
before they were accepted for publication. Dr. 
Walter Jones of Miami and Dr. Herbert White 
of St. Augustine have given generously of their 
time and have been unusually prompt in return- 
ing papers after they were mailed out for review. 


FINANCES 

The net increase of receipts over disburse- 
ments for the past year was $1,644.47 as com- 
pared with $2,729.96 for the previous year. This, 
however, is a very good showing since the figures 
for the previous year were based on annual dues 
of $10.00 as compared with $7.50 for last year. 
This net gain of $1,644.47 was accomplished by 
very careful expenditures during the entire year 
and also due to the fact that your secretary-treas- 
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Total Reported and Paid Members by Societies - 1934 
SOCIETY O 25 50 75 100 125 150 175 | 
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urer and editor of the Journal is serving without 
salary. Letterheads, envelopes, mimeograph 
paper and other office supplies were bought only 
after several bids were taken. Advantage was 
taken of every opportunity to save money and 
operate the business office on an economical basis. 

During the year, there was an income of 
$2,738.06 from advertising as compared with 
$2,481.73 for the previous year. Three years 
ago, only $2,240.60 was received through this 
source. This small but steady increase in the 
earnings from advertising has supplemented the 
income of the Association and helped to keep our 
income above expenses. 

At the last annual meeting held in Jacksonville, 
seventeen exhibit spaces were sold, representing 
a total of $770.00. At the Hollywood annual 
meeting the previous year, eight spaces were sold 
for $295.00. Sixty per cent of the total income 
from the sale of exhibit spaces is turned over to 
the entertaining society to defray convention 
expenses. Forty per cent of the income from 
exhibit sales goes into the Association treasury to 
take care of expenses in connection with the 
annual meeting and to cover the expense of sell- 
ing exhibit spaces and looking after exhibitors. 
There is considerable expense in the way of 
letter-writing, postage, supplies, etc., when a 
campaign is put on for the sale of exhibit spaces. 
(Ine experienced clerk is necessary on the regis- 
tration desk and the traveling expenses for this 
service is taken from the sale of exhibit spaces. 

The managements of the headquarters hotels 
have cooperated with your officers. Advertising 
space is given in the Journal for the hotel and in 
return the hotel furnishes hotel rooms for the 
guest speaker, business manager, registration 
desk clerk, and the stenographer who takes the 
proceedings of the meetings. The hotel also 
builds the skeleton booths for exhibitors. This 
entire expense in connection with the annual 
convention is received from the management on 
a trade basis for advertising in the Journal. This, 
as you see, does not take cash out of our treasury. 

The books and records of the Association are 
open to our members and we will be glad to 
answer inquiries of any nature. The books have 
been audited by Ford, Boyd & Colley, and a 
certification thereof is incorporated in the state- 
ments which fo'low. 


Respectfully submitted, 


SHALER RICHARDSON, 
Stewart G. THompson. 


FORD, BOYD & COLLEY 
CERTIFIED PusLic ACCOUNTANTS 
Jacksonville, Fla., May 11, 1935. 


Dr. Shaler A. Richardson, 
Treasurer, Florida Medical Association, 
Jacksonville, Florida. 


DEAR Sir: 

We have examined the attached statements of Cash 
Receipts and Disbursements of the Florida Medical Asso- 
ciation for the period begun April 17, 1934, and ended 
April 22, 1935, both inclusive. These statements have 
been prepared by Dr. S. G. Thompson, Business Manager 
of the Florida Medical Association and the Florida Med- 
ical Journal, and correctly reflect the total amounts re- 
ceived and disbursed as shown by the books. 

In accordance with your instructions, we have checked 
the total of the collections shown by the statements with 
the corresponding total shown by the books and have 
found them to be in agreement. 

Cancelled bank checks were examined and compared 
with the corresponding entries in the cash journal; the 
additions of the cash journal were checked and all post- 
ings were checked to the general ledger. The general 
ledger additions were checked and a trial balance taken 
off as of April 22, 1935. 

Bank accounts were reconciled with bank statement 
and pass book, and confirmations were obtained from the 
bankers. 

As we do not have access to the records of the various 
County Societies for the purpose of checking the remit- 
tances of dues, attention is directed to Exhibits D and F, 
which give details as to this matter. The inspection of 
these exhibits by the officers of the respective societies 
will enable them to verify the correctness of the remit- 
tances shown. 

Income from Journal advertising was verified substan- 
tially by comparison with a statement of the contracts 
with advertisers. 

The ten United States Treasury Bonds, par value 
$1,000.00 each, (interest rate 33g%) were verified by us 
with the Atlantic National Bank. 

Yours very truly, 


FORD, BOYD & COLLEY. 


CONSOLIDATED CASH STATEMENT 
April 17, 1934, through April 22, 1935 
Receipts 
Cash tm Bank, April 17, 1954. ......0...60600065: $14,665.80 


Dues Collected (Exhibit “D”)....$ 7,552.50 
Earnings from Advertising 


CO eg Se eee 2,738.06 
Subscription and Miscellaneous 

ee eee re 21.15 
Bonus from Cooperative Medical 

Pe EE cio cite sa0nssas 110.02 


Interest on Savings and Investment 537.55 
Earnings—Technical Exhibits 








Pe Se ao son cont ear cice 447.50 | 11,406.78 
Total Cash to be Accounted for........... $26,072.58 
Disbursements 
General Fund Expenses 
4 ae ye eee $ 4,038.96 
Journal Expenses (Exhibit “B”).. 4,689.32 
Technical Exhibit Expenses 
PRO TD x vcacaccs $132.89 
To Entertaining Societies.. 268.50 401.39 
Committee Expenses ............ 472.63 
Furniture and Fixtures........... 128.75 
0 Eo ae eee 18.80 
FE ss ccagrxcwasbaxnce 12.16 9,762.01 





Balance in Bank, April 22, 1935............ $16,310.57 
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EXHIBIT “A” 
CASH STATEMENT—GENERAL FUND 
April 17, 1934, through April 22, 1935 
Receipts 


ee i Ne WE Nook 0 cs rons diocese ses $14,031.09 


Back Dues Collected (Exhibit “D’’) $1,207.50 
Current Dues Collected 


SN ia cecas co ncnisioews 6,345.00 7,552.50 

Interest on Savings and Investment 537.55 

Total Cash to be Accounted for............ $22,121.14 
Disbursements 


Postage and Supplies....$ 283.72 
Telephone and Telegraph 156.66 


eer 3,048.00 
Convention Expense ..... 124.94 
ee 180.00 
Rees! Consed! .......00--+. 100.00 
Auditing Expense ....... 12.50 
Messenger Service ...... 4.95 
Bond of Treasurer...... 18.75 
Custody of Bonds....... 10.00 
Reprints, Constitution and 
| re rere 16.85 
Newspaper Releases .... 10.00 
Incidental Expense ..... 69.98 
Bank Exchange ......... 2.61 $4,038.96 
Committees: 
Post-Graduate Course.. 19.89 
Medical Economics... . 15.82 
Eee 1.50 
Public Relations....... 8.55 
ee 426.87 472.63 


Furniture and Fixtures........... 128.75 
ES AN eee ieee 18.80 
DE, TE oon seen. 0 o:s5 0-90 ws 12.16 


To Journal Fund (Difference Be- 
tween $3.00 per member and 


COO GE FOUTNGE) o.o:c:5:00 00:00 69 50 1,820.09 6,491.3! 





ee I ti bts caecum emerson ine $15,629 


EXHIBIT “B” 
CASH STATEMENT—JOURNAL FUND 
April 17, 1934, through April 22, 1935 





Receipts 
NE MONE MOM oo odig cone owesaeunsnen ee 0.00 
Earnings from Advertising 
Be ag) ee 2,738.06 
Subscription and Miscellaneous 
ee ee 21.15 
Bonus from Cooperative Med. 
Pe ee ee 110.02 
From General Fund.............. 1,820.09 
Te We PI TOR aioe oss nonce kd ed asieces $4,689.32 
Disbursements 
Postage and Supplies............. $ 188.98 
Telephone and Telegraph........ 54.49 
Printing of Journal and Electrotypes 2,816.47 
OR aes eee eee 1,572.98 
PGS TEXPOIC 6.5 osc ccc niece 12.50 
a. eee 18.75 
SE ee ee ee 12.00 
Messenger Service .......2.6..00. 755 
Incidental Expense. ....... 5.0... 5.60 4,689.32 
ST I ack gawcderssonawsiseaniewnee $ 0.00 


EXHIBIT “D” 
DUES COLLECTED APRIL 17, 1934, THROUGH APRIL 22, 1935 


TV tal 
Members 





Name of Society 
IR oo Octo a eee ite ds ddI wim 21 
ee aya acs s ne wie aig yn Ta etal Orale ere iiu setae) aferecoinienis 10 
I Re SOR Ra era ah aia as eld Srreusp Sura oN Ve 8 
EE Sette can le wea avai cine mee wee 21 
RN tern ge ew aa Rt See a cs 8 
raid aig ge oor ce aainian, Garis wal ar eio ates wheats 207 
DeSoto-Hardee-Highlands ................... 19 
Ne ielteeaieaiaiare none Ce tie soe wwe 143 
I as coach estes wise ies" ery Mawes oranda 37 
GE 2 MER ret eet OIE ie ie ae Ce 117 
SS le tr bch rat ue orate la csc Oi eras auainine 3 
vias ols oa ioty nse. iba iar ont tae tin ae loscin 12 
cia a iahear ahaa rai gahat cpr avauertarovareiw veal snide aiate adhe 19 
ON ag ieee vada ota cuninipaaielenwidietn eins erieleiereais 10 
Leon-Gadsden-Liberty-Wakulla-Jefferson ..... 34 
a al Deane, (6 Geld vs doo wierd ee Wd ia 3 
RS fw a alee Ne AES Cvaeclanerenaigypio: Wa 12 
| SGA Lair test Seer ey eee pee Grae ame 19 
I st cen ae lA he tie ilk irate ie 3 
alec oh egos ro SIV aIOa Me aie oer 52 
I SS re crs vg sch ote eign vee ira a On a va rele 52 
a 13 
NE Tt 2 IRS eee ee ee re ee ee 79 
SES SE ete oC orn ee eee ee Pe eRe 57 
ck 05a arena coe-Oa-9 gran woorare cin? da erensora tone 7 
ie ee ee Nace hata tel ahearig oe tarouate ote ate 11 
St. Lucie-Okeechobee-Indian River-Martin..... 13 
NF carrentals haven diigcs kt iarene. gris weotncouae neo 15 
ES i Sea geargtt nog earn eriehg sales G-Siarecsiale anes 10 
EERE etna ay Soe ene ares Seog ae eee eee 5 
INN osetia iave ele fats Ge ee U eo Sa eevee 6 
NE TS Sic srg, ctl sh an dy ias ora oe ar ake NSIC 38 
NN, 55.5 5b sce diciosacaohielculpverdarwioreeneie 6 
PIER Preise ROO lok an eden Genghis ed 1,070 


No. Paid No. in 1935 Dues Back Dues 
Members Arrears Collected Collected 
18 3 $ 127.50 $ 32.50 
8 Ps 52.50 7.50 
4 - 22.50 7.50 
20 1 re 
8 0 52.50 7.50 
472 35 1,282.50 247.50 
19 0 135.00 22.50 
90 53 667.50 245.00 
if 25 $2.50 90.00 
106 11 787.50 37.50 
0 > gees 4. <gdswere 
10 2 er 
18 1 127.50 7.50 
9 1 a =—M——“(iété«C 
27 7 195.00 52.50 
3 0 a ra 
9 3 60.00 7.50 
19 0 135.00 22.50 
0 a = = Ghee 
50 2 367.50 52.50 
52 0 382.50 105.00 
13 0 90.00 7.50 
71 8 525.00 22.50 
52 5 382.50 30.00 
4 3 22.50 15.00 
11 0 75.00 7.50 
1 12 7.50 22.50 
14 1 97.50 22.50 
10 0 i Ae 
5 0 37.50 22.50 
6 0 fr 
28 10 202.50 112.50 
6 0 _—  060C—t—“ié«w 
875 195 $6,345.00 $1,207.50 


1,207.50 Back Dues Collected 


$7,552.50 Total Dues Collected 
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EXHIBIT “C” 
CASH STATEMENT—EXHIBIT FUND 
April 17, 1934, through April 22, 1935 


Receipts 

Cash as per last MORE. 6.4 a050<6050 $ 634.71 
Earnings from Technical Exhibits.. 447.50 

Total Cash to be Accounted for............. $1,082.21 

Disbursements 

Telephone and Telegraph $ 2.22 
ere 11.50 
Drawing, Printing, Sign 

Painting, €0C. .....0000 70.32 
Convention Expense ...... 47.50 
secs cannes wees 1.00 
Incidental Expense ....... 35 $132.89 





lo Entertaining Society (Duval— 
$104.25 plus $17.25 refunds on 
banquet tickets, etc.)........... 121.50 
lo Entertaining Society (Marion) 147.00 401.39 





Pe ME 6 oboiabanecascenesianaanaved $ 680.82 


EXHIBIT “E” 
EARNINGS FROM ADVERTISING 
April 17, 1934, through April 22, 1935 


I SEE Vawincsenskerenenstaseecaweenaeaiien $ 160.75 
Rae S EM Re AeA SOR Linnae Wa eae eeaS 160.01 
61 6 PR EER REAK RE CARER AS REROG . 167.78 
Sod Ose cncup nore wemthe necked owen eanae® 253.03 
OO ee ee ee ee 203.05 
IP hi saris: coca si Marmara oe eain te gee atlas aia 275.77 
CCE CC COE EE TE 247.33 
EOL EE EE CEE TTT 239.32 
ae 214.42 
EE. issih cpanel ewrhnu ae he ae EMR ROLES 263.96 
PE aio font arneterecceraneaienesceeswiewene 190.15 
SE ahtcicbendtinbiedisuwcntiimavinguekiome 362.49 

PEE 6256502 pikasder ee imsar and secon $2,738.06 


EXHIBIT “F” 

NAMES OF MEMBERS DROPPED BY REASON OF 
REMOVAL, NON-PAYMENT OF DUES, ETC. 
April 17, 1934, through April 22, 1935 

Dues Not Paid 


Name and Address. 1934 1935 
ALACHUA CouNTY MepIcaL Society: 
Haskell, Lyman G., Gainesville....... 7.50 
Bay County MepicaL Society: 
Blackshear, W. J., Panama City...... 7.50 7.50 
Brevarp County Mepica Society: 
Hay, I. M., Melbourne............... 7.50 7.50 
Potthoff, E. W., Titusville............ 7.50 7.50 
White, Charles B., Cocoa............ 7.50 7.50 
BrowarpD CouNTYy MepIcAL Society: 
Johnston, John A., Ft. Lauderdale..... 7.50 
Dave County MepicaL Society: 
Deederer, Carleton, Miami .......... 7.50* 
Maxwell, L. H., Ft. Lauderdale...... 7.50 
Payne, J. W., Monticello, Ga......... 7.50 
oe 7.50* 
Mirena, ©. J., WEGR .nsceidccccssccas 7.50 


(Died after being reinstated ) 
DeSoro-HarpEE-HIGHLANDs County Mepicat Society: 


Eide, A. T., Lake Placid.............. 7.50* 
DuvaL County Mepicat Society: 

Bacon, Henry, Jacksonville........... 7.50 

Enneis, F. B., Jacksonville............. 7.50 

Jones, F. C., Jacksonville........ ts, FS 

Milam, Ernest B., Jacksonville....... 7.50 

Morgan, Thomas E., Jacksonville..... 7.50 

Proctor, Harper L., Jacksonville...... 7.50 





*Reinstated. 
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Dues Not Paid 


Name and Address. 1934 1935 
Weaver, W. N., University, Va....... 7.50 
Wilson, J. Frank, Jacksonville........ 7.50 
EscAMBIA CouNTy MeEpIcAL Society: 
D’Alemberte, C. W., Pensacola........ 7.50 7.50 
Stokes, T. H., Pensacola............. 7.50 7.50 
INDIVIDUALS: 
Simmons, S. J., Belle Glade.......... 7.50* 
Jackson County Mepicat Society: 
Gainey, J. C., Blountstown........... 7.50 7.50 
Lake County MepIcaL Society: 
Coupland, James D., Eustis.......... 7.50* 
Marion County Mepicat Society: 
Cuery, J. F., DUMmelOR. « ..66c0c scsi ‘ac 7.50 
PoLK County MeEpIcaL Society: 
Galehrist, J. G., Bartow. «...560sccc00 7.50* 
Glennan, Thomas L., Bartow........ 7.50 
Weed, Walter L., Lakeland.......... 7.50* 


(Transferred to Orange Co.) 








$210.00 $ 60.00 
Dues of Secretaries............... 217.50 








210.00 277.50 





210.00 
BORE Gicacevasemkannesspnanenwecdrewsweed $487.50 
ASSETS AND LIABILITIES 
April 22, 1935 
Assets 
oe et ay Oe ee ee $ 8,157.77 
General Fund—Accounts Receivable......... 1,462.50 
Furniture & Fixtures (Less depreciation) ..... 288.36 
IS cts isicccatcis Gia Giadpasoawincd sews mabe ae wlaes & 139.90 
Stationery Inventory ...............-00000:: 98.19 
Savings—Barnett National Bank............. 8,152.80 
Investment (Treasury Bonds)............... 10,178.13 
$28,477.65 
Liabilities 
Journal—Accounts Receivable............... 64.62 
SE So els cssesncasascewseemews 28,413.03 
$28,477.65 





Upon motion duly made and seconded the 
Association voted unanimously to accept the 
above report as read. 

Dr. Pearson then called for the report of the 
Iixecutive Committee, which was read by Dr. 
Leland F. Carlton, as follows: 

REPORT OF THE EXECUTIVE 
COMMITTEE 
To the President and Members of the Florida 

Medical Association in Session at Ocala, Flor- 

ida, May 14, 1935: 

The Executive Committee held four official 
committee meetings during the fiscal year and 
acted in its executive capacity whenever neces- 
sary. 

On May 2, 1934, your committee held its first 
official meeting, reappointed Stewart ‘Thompson 
as business manager of the Association and ap- 


*Reinstated. 
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proved a working budget for the ensuing vear. 

On June 30, 1934, your committee met in 
Orlando and recommended some rearrangement 
of the program for the next annual meeting. 
Owing to the fact that committee reports are 
more numerous and a number of the reports 
quite lengthy, additional time for the Associa- 
tion’s committee reports had to be arranged. 
After considerable discussion your committee 
recommended that the first general session be 
held at 4:00 p. m. Monday and that the House 
of Delegates convene at 8:30 p. m. Monday. 
This arrangement seemed to meet the approval 
of special groups, including the Railway Sur- 
geons and Committee on Scientific Work. 

The next order of business was the designating 
of the time and place for the pre-convention 
meeting. The date decided upon was February 
and the place Orlando. 

On Sunday, October 14, 1934, vour committee 
met in the Marion Hotel at Ocala. Representa- 
tives from the Railway Surgeons were present 
and discussed the time allotted for their annual 
meeting. Your committee’s previous action was 
accepted by the Railway Surgeons’ represen- 
tatives. 

On February 7, 1935, at Orlando, your com- 
mittee authorized the use of the Coca-Cola adver- 
tisement in the Journal, provided all copy be 
edited by the Secretary of the Association. 

At the request of Dr. J. C. Davis, Chairman 
of the Legislative Committee, the sum of $250.00 
was approved for an attorney to draft bills, to 
do missionary work prior to the convening of 
the legislature. The sum of $250.00 was also 
approved for Dr. Davis to secure the services in 
the legislature of Mrs. Bostwick for daily service 
during the legislature, copies of bills, etc. In 
addition to these two amounts your committee 
approved incidental expenses such as_ postage, 
telegrams, etc., which would be over and above 
the amounts above designated. 

At the request of Dr. H. C. Dozier your com- 
mittee approved the appointment of Dr. J. T. 
Googe as Liaison Officer for the Florida Medical 
Association and the FERA. 

The following resolution by Dr. J. Ralston 
Wells was adopted and a copy submitted to our 
delegates to be presented at a special meeting of 
the House of Delegates of the American Medical 


Association : 

“Whereas, The medical profession of the United States 
is being slowly but surely pushed into the channels of 
socialism, by intensive propaganda in favor of socialistic 


medicine, by those parties who have interested them- 
selves in relegating our honorable profession to such a 
basis, and 

“Whereas, such a system has proven most unsatisfac- 
tory in other countries to both the physician and the 
patient; it having destroyed incentive for research work 
and the further perfection of medical and surgical skill, 
and 

“Whereas, we as members of the medical profession of 
the United States, realize that steps must be taken to 


offset this propaganda and to enlighten the public of the 


fallecy of such a system, 

“THEREFORE, Be IT REsoLvep: By the Public Relations 
Committee of the Florida Medical Association, that the 
American Medical Association be urged to conduct an 
educational campaign by radio, to inform the public of 
the dangers and disadvantages of socialistic medicine, 
and that such a system would not have conquered yellow 
fever, bubonic plague, cholera, smallpox, typhoid fever, 
diabetes, diphtheria and many other diseases. That this 
campaign by radio consist of a national broadcast from 
coast to coast not less than once a week. That this 
campaign consist, not of articles or addresses by prom- 
inent men, but of a broadcast similar to the ‘March of 
Time,’ depicting some of the horrible scenes that have 
occurred during the epidemics, such as bubonic plague, 
yellow fever, etc.; a program that will recall to the 
public mind the debt it owes to organized medicine for 
having annihilated these scourges; contrasting the enor- 
mous amount of research work that is being conducted 
today with what might happen should we be placed under 
socialized medicine. 

“THEREFORE, BE IT FURTHER RESOLVED: That this reso- 
lution be presented to the Executive Committee of the 
Florida Medical Association for endorsement and that 
it be given to our delegates with instructions to present 
same to the next meeting of the House of Delegates of 
the American Medical Association. 

(Signed) J. Ratston Wetts, Chairman; 
J. R. CHAPPELL, Secretary; 
H. Mason SMITH, 
Tuomas E. BuCKMAN, 
H. C. Dozier, 
Husert A. Barce.” 
Your committee also approved the schedule of 


rules and regulations presented jointly by the 
Committee on Medical Economics and _ the 
FERA. This code of rules and regulations was 
published in the Journal, reprints run off, and has 
been in use since December, 1934. 

The following action was taken by the Com- 
mittee with reference to the report of the Refer- 
ence Committee of the Special Session of the 
House of Delegates of the American Medical 
Association : 

“Pursuant to the Special Session House of 
Delegates of the American Medical Association 
held in Chicago, February 15 and 16, 1935, the 
Florida Medical Association concur in the sup- 
port of the report of the Reference Committee, 
copy of which is attached.* 

“The report of the Reference Committee as 
approved by the American Medical Association 
is also approved by the Florida Medical Associa- 
tion as a general plan of procedure. But for 
the best interest of the patient, the hospital and 


*Published in April, 1935, Journal. 
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he profession in general, it is the desire of this 
State Association that we disapprove for the 
State of Florida any proposed form of insurance 

or the purpose of defraving either hospital or 
medical expenses. 

“Lay control, as provided in the various plans 
of hospital and medical insurance, especially per- 
taining to medical management is very objec- 
tionable. Experience has shown that it has not 
proven to the best interest for the welfare of 
the people in the preservation of health and that 
it will necessarily retard the advancement of 
medical science. 

“Therefore, it is the consensus of opinion of 
the Executive Committee of and for the State 
Medical Association that the Society as a whole 
(lo not approve any plan for hospital or medical 
insurance for the State of Florida.” 

The following resolution is offered by the 
committee : 

“Whereas, on July 14, 1850, at Apalachicola, Florida, 
there was served for the first time artificial ice. which 
was made by an ice machine invented by Dr. John Gor- 
rie, of that city, and 

“Whereas, Dr. Gorrie, for about a quarter of a century 
was in active practice in this community, and 

“Whereas, in recognition of his epoch-making invention 
and his 25 years of diligent service to humanity as a 
rural doctor, there has been chartered, within the past 
year, a corporation under the name of Dr. John Gorrie 
Ice Memoria] Foundation, a corporation not for profit, 
and 

“Whereas, the objects and aims of this organization are 
to carry on a national cancer educational compaign 
among laymen and physicians, and 

“Whereas, the officers and directors of the Foundation 
include active members of the Florida Medical Associa- 
tion. 

“Be Ir Reso_vep: That the Florida Medical Associa- 
tion do endorse the Dr. John Gorrie Ice Memorial Foun- 
dation, Incorporated.” 

Respectfully submitted, 
LELAND F. Cariton, Chairman ; 
LeicH F. Ropinson, 
FREDERICK J. Waas, 
Homer PEARSON, 
SHALER RICHARDSON. 


It was moved and seconded that the above 
report be adopted as read. Unanimously car- 
ried. 

In the absence of Dr. T. Z. Cason, Chairman 
of the Committee on Post-Graduate Work, the 
following verbal report was made by Dr. George 
C. Tillman: 

REPORT OF COMMITTEE ON MEDICAL 
POST-GRADUATE COURSE 

This report was to have been presented by 
the chairman of our committee, Dr. Cason, who 
was unable to attend vesterday. He delegated 
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me to give the report, and as you know I did not 
get here either. Therefore the report will be 
rather brief. 

No doubt you have seen in the last issue of 
the Florida Medical Journal a resumé of the work 
of the post-graduate course. While the attend- 
ance is not very great, still we are much encour- 
aged, and the speakers are even more encouraged 
than we are. They have been in these things 
before and they think we have the best attend- 
ance at our post-graduate courses of any they 
have ever attended. We think we should have 
two hundred men this year. 

Your committee has gone to considerable work 
and effort to give you, I think, the best post- 
graduate course that we have ever had. You 
will find at the registration desk, a pamphlet on 
this work, and I would ask that each of you go 
back and make arrangements to be with us. 

Our financial status is not so good. That is 
the main thing we wish to report today. In the 
first vear we had a slight surplus, that is about 
$45.00. Our assets amounted to $81.89 in the 
treasury. Ejighty-nine members paid for the 
course, a total of $445.00, leaving $526.89 in 
the treasury. Expenses during the last course 
amounted to $491.89. We have an unpaid bill 
of $90.00 and only $35.00 in the treasury. 
Ninety dollars unpaid. Gentlemen, this is rather 
deplorable. It is rather embarrassing for your 
committee that anything sponsored by the Florida 
Medical Association cannot pay for itself. It has 
been particularly embarrassing for several of us 
who are responsible for bringing these men down 
here and then not being able to pay their expenses 
promptly. We do not feel that it is our duty to 
pay these things out of our pockets. It was 
our understanding at the time these courses were 
started that the Florida Medical Association 
would underwrite them to the extent of $500.00. 
There is still an unpaid bill of $90.00 of one year’s 
standing to the embarrassment of the committee. 
Therefore I recommend that something be done 
at vour House of Delegates today to offset this. 
Unless something can be done your committee 
feel that they will be unable to continue in this 
work. 


It was moved, seconded and carried that the 
above report of this committee be accepted. 

The report of the Council was not read before 
the Association due to the absence of the chair- 


man. 
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Dr. Leigh Robinson offered a motion that 
Article VI, Section 2, be amended in the first 
sentence to read: “The Association shall hold an 
annual meeting at a place selected by the outgoing 
Executive Committee.” 

It being understood that the above motion was 
to amend the Constitution, it was accepted to be 
held over until next year. 

Dr. Henry Hanson: “I want to take this 
opportunity to ask the State Association to ex- 
tend an invitation to the American Public Health 
Association to meet in Florida in 1936. I hope 
that this Association will extend this courtesy 
and that I may be privileged to carry it to Mil- 
waukee and there present it to the governing 
council. I ama member of the governing council 
from Florida and I would like to carry this invi- 
tation with me. 

“The American Public Health Association, as 
you may know, is growing to the size of being 
second only to the American Medical Associa- 
tion, and it would be a great help to the Public 
Health program in Florida, and it would be a 
great advertisement for the state to have the 
American Public Health Association here next 
year. There is practically no expense involved 
so far as the State Association or any other body 
is concerned in extending this invitation. It is 
all our way.” 

Dr. Hanson then made the motion that the 
Association extend an invitation to the American 
Public Health Association to meet in Florida in 
1936. 

The above motion was seconded and unani- 
mously carried. 

Dr. Pearson announced that the unpaid bill 
of $90.00 referred to in the report of the com- 
mittee on post-graduate work had not been paid 
by the Association for the reason that it had not 
heen presented to the business office nor to the 
Executive Committee for consideration. 

Dr. J. C. Davis, Chairman of the Legislative 
Committee, offered as a motion that the following 
telegram be sent by the Association to Senators: 
Sweger, Mann, Turner, Touchton and Rose, also 
Representatives: Rogers, Hubbell, Warren and 
Hazen: “The Florida Medical Association now 
in session desire to express their appreciation of 
the consideration and favorable support you have 
given the bills proposed by us.” 

The above motion was duly seconded and car- 
ried, and Dr. Pearson ordered the telegrams 
sent. 


Dr. Homer L. Pearson of Miami read his 
Presidential Address, entitled, “The Physician 
and His Government.” 

The Guest Speaker, Dr. James E. Paullin of 
Atlanta, Ga., Professor of Clinical Medicine at 
Emory University, and President of the Georgia 
Medical Society, was introduced by Dr. Pearson. 
Dr. Paullin delivered an oral address on “Ar- 
thritis,”” with lantern slides. 

Dr. Pearson then presented Dr. H. Marshal! 
Taylor of Jacksonville, a Past President of this 
Association, and now President of the Southern 


Medical Association. 

Dr. Taylor expressed his appreciation but 
stated that he felt the honor was due the Florida 
Medical Association rather than himself. 

Adjournment of the second general session. 


SECOND SCIENTIFIC ASSEMBLY 
The Scientific Assembly reconvened at 2:00 
p. m., May 14th, with Dr. Louie M. Limbaugh 
presiding. 
The following papers were read and discussed : 
4. “Florida Sores—A Misnomer,” Dr. Chad- 
bourne A. Andrews, Tampa. 
“The Care of Cataract Patients,” Dr. Shaler 
Richardson, Jacksonville. 
“The Tonsil Problem,” Dr. L. C. Ingram, 
Orlando. 
“Observations on the Mechanism and 
Treatment of Circulatory Failure” (lantern 
slides), Dr. E. W. Bitzer, Tampa. 


SECOND MEETING OF THE HOUSE OF DELEGATES 

The second meeting of the House of Delegates 
convened at 5:00 p. m., Tuesday, May 14th, in 
the Dixie Theatre. 

Roll Call. 

Due to an error in ruling the resolution read 
by Dr. H. A. Day at the last meeting of the 
House of Delegates was stated to be an amend- 
ment to the constitution, but in reality was a 
proposed amendment to the By-Laws. On mo- 
tion by Dr. Day, seconded by Dr. Christ, the 
President ruled that this resolution had been read 
at the previous meeting and was therefore open 
to consideration by the House. 

Dr. Day then re-read his resolution. 

It was requested that the resolution be amend- 
ed to include Monroe County within the south- 
eastern district. Dr. Alsobrook offered this as 
a motion, and the amendment was accepted by 
Dr. Day. 
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Dr. Day’s resolution together with Dr, Also- 
brook’s amendment was then voted and unan- 
imously adopted, as follows: 


CHAPTER VII.—BY-LAWS 


SECTION 1. Regular committees shall be the Executive 
Committee (or may be called the Board of Governors) ; 
A Committee on Scientific Work; A Committee on Leg- 
islation and Public Policy; A Committee on Publica- 
tion; A Committee on Medical Education and Hospitals; 
A Committee on Public Relatious Chey shall be ap- 
pointed by the President as hereinafter prescribed. ‘The 
Committee on Arrangements shall consist of the com- 
ponent society where the Annual session is to be held. 

The Flerida Medical Association shall be divided into 
six committee districts as follews: Northwest, North Cen- 
tral, Northeast, Southwest, South Central and Southeast 
districts. The Northzvest District (A) to include the fol- 
lowing counties: Escambia, Santa Rosa, Okaloosa, Wal- 
ton, Holmes, Washington, Bav, Jackson, Calhoun, Gulf, 
Gadsden, Liberty, Franklin, Leon, Wakulla, and Jeffer- 
The North Central District (B) to include Madi- 
son, Taylor, Hamilton, Suwannee, Lafayette, Dixie, Co- 
lumbia, Gilchrist, Levy, Baker, Union, Bradford, 
Alachua, Marion, Citrus, Sumter, Hernando, and Pasco 
Counties. The Northeast District (C) to include Nassau, 
Duval, Clay, St. Johns, Putnam, Flagler, and Volusia 
Counties. The Southwest District (D) to include Hills- 
boro, Pinellas, Manatee, Sarasota, Polk, Hardee, DeSoto, 
Charlotte, Lee, Highlands, Glades, Hendry, and Collier 
Counties. The South Central District (E) to include 
Lake, Orange, Seminole, Osceola, Brevard, Indian River, 
Okeechobee, St. Lucie, and Martin Counties. The South- 
east District (F) to include Palm Beach, Broward, Dade 
and Monroe Counties. 

SECTION 2. The Executive Committee (or Board of 
Governors) shall consist of the President and Secretary, 
ex-officio, and six members, one from each district, to be 
appointed by the President. Upon the adoption of this 
amendment to the By-Laws, the President shall appoint 
six members as designated above, two for one year, two 
for two vears, and two for three vears, and thereafter 
they shall be appointed for three years as the terms ex- 
pire. This committee shal! meet immediately after the 
adjcurnment of the annual session and elect thetr Chair- 
man. Ir shall consider and act upon all matters of busi- 
ness pertaining to the Association in the interval between 
the annual meetings, and shall render a report of its 
actions to the second general session. 

SecTION 3. The Committee on Scientific Work shall 
consist of six members, one from each district, to be ap- 
pointed by the President. Upen the adoption of this 
amendment, the President shall appoint six members as 
designated above, two for one vear, two for two years, 
and two for three vears and thereafter they shall be 
appointed for three years as the terms expire. This com- 
mittee shall meet immediately after the adjournment of 
the annual session and elect its Chairman. It shall deter- 
mine the character and scope of the scientific proceedings 
of the Association, subject to the provisions in the Con- 
stitution and By-Laws. It shall prepare and issue a 
program for each annual meeting, announcing the order 
in which papers, discussions, and other business shall be 
presented. The number of papers to be read before each 
annual meeting shall he left to the discretion of the 
Committee on Scientific Work, but no member shall be 
permitted to present a paper in successive vears. 

Section 4. The Committee on Legislation and Public 
Policy shall consist of the President and Secretary, ex- 
officio, and six members, one from each district, to be 
appointed by the President. Upon the adoption of this 
amendment, the President shall appoint six members as 
designated above, two for one vear, two for two years, 
and two for three years and thereafter, they shall be 
appointed for three years as the terms expire. Under 
the direction of the House of Delegates, it shall represent 
the Association in securing and enforcing legislation in 
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the interest of the public health and scientific medicine. 
It shall keep in touch with professional and public 
opinion, shall endeavor to shape legislation so as to 
secure the best results for the whole people, and shall 
use every organized influence of the profession to pro- 
mote the general influence in local, state, and national 
affairs and election. Its work shall be done with the 
dignity becoming a great profession, and with that wis- 
dom which will make effective its powers and influence. 
It shall have the authority to be heard before the entire 
Association upon questions of great concern at such 
time as may be arranged during the annual meeting. 


Dr. George Dame moved that the House of 
Delegates reconsider the vote to select a meeting 
place for the 1936 meeting. Seconded and lost. 

Dr. T. Z. Cason, Chairman of the Committee 
on Post-Graduate work, was recognized. 

“T want to bring out two things with reference 
We 
want you to appropriate, not guarantee, but 
appropriate $500.00 for this committee’s use, to 


to the post-graduate courses at Gainesville. 


be used as a revolving fund. 
“Dr. Tillman gave you a report and you know 


the situation we are in. I want to make it per- 


fectly clear that no one is to blame for this situa- 


We did the best we could. It is not Dr. 
It is not Dr. Thompson’s 


tion. 
Richardson’s fault. 
fault. Nobody is to blame. 

“The past three years have been largely experi- 
mental. I have been a member of the committee 
since its incipiency, and I can say without ego 
that we have done a good job. The course pre- 
sented this year cannot be surpassed and is not 
surpassed as a post-graduate course anywhere 
in the United States. 

“As I have said, nobody is to blame for this 
situation. However, it has been very embarrass- 
ing to the committee. Now, you can remedy that 
situation. I pledge you my word of honor, which 
is all that I can, that if you appropriate this 
$500.00, I will get the committee organized, draw 
up definite rules of government, appoint a treas- 
urer, have the books audited and send the audi- 
tor’s report to the State Association. They will 
not be responsible, only the committee will be 
responsible. 

“We need this money in advance. 
may know Dr. Tillman has already paid some 
bills personally. I recall one instance during the 
first year, when a man from Chicago who was 
on the program left the city hurriedly and 
reached Gainesville only to find himself without 
funds. He came and asked me what he could do 
about it. We had no funds from which to draw 
and Dr. Tillman paid him out of his own pocket. 


We need the proper setting. Otherwise it is 


As you 
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embarrassing. And we think we deserve it. If 
you do not have that much faith in us, or if you 
feel that we have not done anything to warrant 
it, then dismiss the committee and discontinue 
the work. We know that it can be done, and we 
believe that it is the only proper way to handle 
it. Dr. Richardson and Dr. Thompson have 
agreed to that. There is no argument. 

“There is one more thing: I am informed by 
the outgoing president that I will be chairman 
for another year. I will be glad to serve, but it 
is up to you. 

“T knew nothing about the resolution Dr. Day 
has presented as an amendment to the By-Laws, 
but it is something that we have been going over 
for the past several months with reference to 
this committee. We do want certain changes 
made in this committee. 

“We want one man to be a permanent member 
of the committee, to represent the University. 
Dr. Tillman would be that man now. If Dr. 
Tillman resigns as University physician, then the 
man appointed to take his place at the University 
would then represent the University on the com- 
mittee provided he is a qualified member of the 
Florida Medical Association. In addition to this 
we want three current members, one appointed 
for one year, one for two years and one for three 
years. But at the end of that time the men 
appointed will be for two and three vears. The 
idea is exactly the same as brought out this morn- 
ing. It is our idea that three men should not 
come off the committee at any one time. 

“Another thing: The committee should not in 
any wise adopt a political policy as that is apt to 
cause serious complications. 

“We would like to have the committee ar- 
ranged so that one man will come off each year 
and always two men holding over aside from 
the representative of the University. In that way 
we feel that your post-graduate course will con- 
tinue as long as you want it, or that it proves 
worth while for the state. 

“T want to say that I am glad to stay on next 
year. I feel that with help your committee will 
be able to put the post-graduate course on such 
a basis that it will automatically take care of itself 
and carry on. It is not yet properly organized 
to automatically carry on by itself, and your 
committee feels that without these two things it 
could not be done. 


“T thank you.” 


Motion by Dr. Christ that the $500.00 r- 
quested as a revolving fund be turned over t» 
Dr. Cason. Seconded and unanimously adopte: 

Dr. M. A. Lischkoff. representing the Escam- 
bia County Medical Society, presented for lite 
membership in this Association the name of D: 
J. H. Pierpont of Pensacola. Dr. Pierpont has 
been elected President of the Florida Medical 
Association on three occasions, in 1890, in 190] 
and again in 1902. 

Dr. Lischkoff also presented for life member- 
ship the name of Dr. F. D. Renshaw, who has 
been an active worker in the Association for 
forty years. 

It was voted and unanimously carried that 
Dr. J. H. Pierpont and Dr. F. D. Renshaw be 
elected to life membership. 

Dr. Pearson then called attention to the fact 
that the time Dr. Pierpont was first elected Pres- 
ident of the Florida Medical Association forty- 
five years ago, the annual meeting was being 
held, as at the present time, in Ocala. 

A telegram was then read by the President 
from Dr. J. C. Davis, chairman of the Legislative 
Committee, urging cooperation and support in 
an effort to defeat Senate Bill No. 377, unfavor- 
able to the Medical Association. 

The following resolution was submitted by Dr. 
George Dame: 

“RESOLVED: That the Florida Medical Asso- 
ciation defray the transportation expenses of its 
delegates to the annual convention of the Amer- 
ican Medical Association.” 

The above resolution was voted and carried. 

On motion by Dr. Peek, unanimously carried. 
the following telegram was ordered sent to Dr. 
J. C. Davis, of the Legislative Committee : 

“The House of Delegates in annual session at 
Ocala voted unanimously to oppose Senate Bill 
No. 377. Any help we can be to you, please com- 
mand us. 

(Signed) Homer L. Pearson, President.” 

Dr. Boulware requested that the privileges of 
the floor be accorded Mr. Cornell. Motion de- 
nied. 

Dr. Eugene Peek called the attention of the 
Association to the serious illness of one of its 
members, Dr. Ralph N. Greene of Jacksonville. 
He then offered a motion that the House of Dcle- 
gates wire Dr. Greene expressing their regret 
that he is unable to attend the meeting. 

Dr. Cason seconded Dr, Peek’s motion, stating 
that Dr. Greene had sent his greetings to the 








ne 
pre 


dis 


: 
As: 
in t 
Pre 

| 
son 
ann 
pre 

‘| 
sco! 
Per 
to \ 
tati 

1 
SCOI 
Hei 
Sup 
son 

T 


l IV 








lI 


l- 











Association by him, and regretted his inability 
to be present. 

Voted unanimously, and the following tele- 
gram ordered sent to Dr. Greene: 

“The House of Delegates of the Florida Med- 
ical Association in annual session at Ocala ex- 
presses deep regret that you were unab.c to meet 
with us this year. We sincerely hope you will 
have a speedy and complete recovery and will 
be able to meet with us next vear. 

(Signed) Homer lL. Pearson, President.” 

Dr. Pearson: “It has been an extreme pleas- 
ure to work with you, and I appreciate a great 
deal your cooperation and good will.” 

Meeting adjourned. 


THIRD SCIENTIFIC 2A VBI 
The Third Scientific Assembly was held Wed- 
nesday, May 15th, 9:00 a. m.. Dr. G. S. Osimeup 
presiding. The following papers were read and 
discussed : 
8. “Boils and Carbuneles.” Dr. J. KR. Chappell, 
Orlando. 
9. “Principles of Plastic Surgery of Beneiit 
to the General Surgeon” (lanicrn slides). 
Dr. ‘Thomas O. Otto, Miami. 
10. “Infections and ‘Treatment of Cervix 
Uteri,” Dr. W. C. Payne. Pensacola. 


11. “Immunization Against Contagious Dis- 


eases of Childhood” (lantern slides), Dr. 
Warren Quillian, Coral Gables. 


THIRD GENERAL SESSION 

The General Assembly of the Florida Medical 
Association reconvened at 12:00 noon, May 15th, 
in the Dixie ‘Theatre with Dr. Homer L. Pearson, 
President. in the Chair. 

The meeting was called to order. and Dr. Pear- 
son immediately requested Dr. J. N. Moore to 
announce the resulis of the golf tournament and 
present the prizes. 

The Orlando Cup, first prize for low net 
score, was presented to Dr. M. A. Lischkotf of 
Pensacola. Dr. Lischkotf was the first doctor 
to win this loving cup at the time of its presen- 
tation by the Orange County Medical Society. 

The runner-up or second prize for low net 
score, a physician’s leather bag donated by Mr. 
Henry Parramore, President of the Surgical 
Supply Company, was won by Dr. J. Knox Simp- 
son of Jacksonville. 

The third prize, a dozen golf balls, donated 


by the Marion County Medical Society, was 
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presented for distribution to Dr. Warren Quil- 
lian, one of four doctors whose scores tied for 
this prize. 

Dr. Pearson read a telegram from Dr. J. C. 
Davis of the Legislative Committee stating that 
their bills would be on tomorrow’s calendar, also 
Bill No. 831, which they desired opposed and 
asking that telegrams be sent to the Represen- 
tatives. Dr. Pearson requested all members to 
wire their Representatives to support their bills 
and urging them to oppose Bill No. 831. 

There being no unfinished or new business, 
the meeting proceeded to the election of officers 
for the ensuing year. 

Dr. O. O. Feaster of St. Petersburg was nom- 
inated for President-elect by Dr. J. W. Also- 
brook, seconded by Dr. L. M. Anderson. Dr. 
W. H. Spiers moved that the nominations be 
closed and the Secretary instructed to cast a 
unanimous ballot for Dr. Feaster. Motion sec- 
onded and carried. 

Dr. Pearson declared Dr. Feaster elected and 
requested him to address the Assemb'y. 

Dr. Feaster: “Naturally I am indeed grateful 
for your conferring upon me the highest honor 
I shall 


strive in every way possible to do everything that 


at your command in this Association. 


I can for the protection and advancement of 
organized medicine in these strenuous times. 

“T bespeak for Dr. Pearson’s successor your 
lovalty and help, and when the time comes that 
I succeed him to the Chair I am sure that I will 
have that same loyalty. 

“My one hope is that I may be able to be even 
one-half as good a President as Dr. Homer Pear- 
son has been this past year. 

“T thank you.” 

Dr. Eugene Peek of Ocala was nominated for 
the office of First Vice-President by Dr. L. M. 
Anderson, who also moved that the nominations 
be closed and the Secretary be instructed to cast 
a unanimous ballot for Dr. Peek. Motion sec- 
onded by Dr. Alsobrook and unanimously car- 
ried. 

Dr. Alsobrook then nominated Dr. W. H. 
Spiers of Orlando as Second Vice-President. 

Dr. Spiers requested that his name be with- 
drawn, and that Dr. Alsobrook be nominated for 
this office. Withdrawal denied. 


Doctors Strickland and Chappell were ap- 
pointed tellers. A ballot vote resulted in the 
election of Dr. Alsobrook. 
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Dr. F. J. Waas then nominated Dr. J. S. Tur- 
berville of Century for Third Vice-President. 

Dr. Alsobrook nominated Dr. Gerard Raap of 
Miami for Third Vice-President. 

Nominations were closed and Drs. Winchester 
and Leigh Robinson appointed tellers. A ballot 
vote resulted in the election of Dr. Turberville. 

Dr. L. M. Anderson offered the nomination 
of Dr. Shaler Richardson for Secretary-Treas- 
urer, and moved that the President close the 
nominations and cast a unanimous ballot for Dr. 
Richardson. Motion seconded and carried and 
vote cast by Dr. Pearson. 

Dr. Alsobrook made a motion that the Asso- 
ciation arise and give a rousing vote of thanks 
to the Marion County Medical Society for the 
numerous courtesies extended during this con- 
vention. 

Rising vote of thanks to the Marion County 
Medical Society. 

Dr. Pearson: “I am sure the members of this 
Association have been imposed upon enough by 
speeches from retiring Presidents. However, it 
becomes my painful duty to inform you that I 
will shortly become a past President of this Asso- 
ciation. Rather than make a speech I will only 
state that I want to thank all members of this 
Association for their hearty cooperation during 
the past vear, and especially the secretaries and 
chairmen of the committees who have been so 
loyal in their support and so wholehearted in 
their work for the Association during the past 
year. I can only hope that your incoming Pres- 
ident will have as much cooperation and support 
as you have given me. 

“Tt cannot help but make me feel good to know 
that the Florida Medical Association members 
have been almost one hundred per cent in their 
efforts to do the things that your committees and 
officers have asked them to do. I want to thank 
vou from the bottom of my heart for all of the 
good things and all of the excellent words that 
have passed on about me. 

“At this time I will just take a deep bow and 
ask that Dr. Bryans be escorted to the Chair.” 

Dr. Eugene Peek of Ocala then asked per- 
mission to address the Association in behalf of 
the Marion County Medical Society. Dr. Peek 
expressed the appreciation of the Marion County 
Medical Society for the meeting being held in 
Ocala, and stated that they were especially grate- 
ful for the large percentage of attendance, the 
third largest attendance made by the Florida 
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Medical Association. And he hoped that th 
visiting members had enjoyed the conventio 
as much as the local members. He expresse:| 
the hope also that the convention might again he 
held in Ocala within the next few years. 

Dr. Pearson: “At this time it is my pleasu 
to introduce to you Dr. Herbert L. Bryans 
President.” 

Dr. Bryans: “In taking over the high office 
which you have conferred upon me, I assure you 
that the duties associated therewith are enterec| 
upon with a keen appreciation of the responsi- 
bility which you have vested in me. I greatl\ 
appreciate the honor. 

“Thanks to our retiring President, I have been 
privileged to attend various committee meetings 
during the past year and thus acquire familiarity 
with current phases of their activities. 

“The committees for the coming vear have 
been selected after consultation with a most com- 
petent group of advisors and each appointee is 
fully aware of the duties he is assuming and has 
unlimited confidence and support. 

“Organized medicine is striving to solve eco- 
nomic problems of adapting medical care to a 
rapidly changing general economic and _ social 
environment, and still retain the essential control 
in the field of service. To this end the med:cal 
and allied professions must stand united on 
problems pertaining to the care of the sick. 

“The relationship of physician and _ patient 
cannot be greatly altered without destroying the 
whole framework of medical practice which 
local, state and national medical societies have 
developed. 

“I wou'd appreciate suggestions from every 
one of you. It is not my desire to put forward 
personal ideas but rather to represent the ideas 
of the majority. 

“In conclusion, I pledge the Florida Medical 
Association my very best and may I ask your 
full cooperation at all times?” 

At the request of the President, Dr. [L.. M. 
Anderson presented the Past President’s emblem 
to Dr. Homer L. Pearson. 

Dr. Anderson: “Dr. Pearson: It affords me a 
great deal of pleasure to pin this emblem on you. 
You have been our President for one year. You 
have worked hard. worked conscientiously. | 
know some of the hardships vou have faced. and 
I think every member of this Association appre- 
ciates your work. I now pin this emblem on you. 
It is a beautiful emblem. I would like to digress 
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one moment here and urge the rest of you Past 
Presidents to wear your emblems. Why don’t 
you wear them? You should be proud to wear 
I wear mine every year and appreciate it 
It has been the custom of this Asso- 


them. 
very much. 


ciation every vear since I have been a member to 
pin one of these emblems on the retiring Presi- 
dent, and I, myself, have done this for a number 


of years. It now affords me an exceptional pleas- 
ure to present this emblem to the youngest man 
ever to be President of the Association and the 
one who has done the hardest work.” 

Dr. Pearson: “I thank you.” 

Dr. Bryans appointed members of the Execu- 

tive Committee: Drs. Jelks (3 years), Palmer (3 
years), Osincup (2 vears), Holmes (2 years), 
Sates (1 year), and Gilmer (1 year), and as 
members of the Committee on Scientific Work: 
Drs. Robinson (3 years), Webb (3 years), T. M. 
Palmer (2 years), Chappell (2 years), Pate (1 
year), George Dame (1 year), committees to 
meet immediately following this session. 

There being no further business, the meeting 
adjourned, sine die. 





REGISTRATION 
The total registration during the Sixty-second 
Annual Meeting of the Florida Medical Asso- 
ciation, held in Ocala, May 13, 14, and 15, was 
472: members, 311; visitors, 27; exhibitors, 22; 


Woman’s Auxiliary, 112. 
OFFICERS 
Pearson, Homer L., President 
Bryans, HersertT L., President-elect Pensacola 
Mclver, Rosert B., First Vice-President... . Jacksonville 
FEASTER, Or10N O., Second Vice-President. .St. Petersburg 
Fercuson, Rosert D., Third Vice-President 
RICHARDSON, SHALER, Secretary-Treasurer. . . Jacksonville 
TuHompzon, STEWART, Business Manager... . Jacksonville 
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Weree, TEACTIOOR A. ooo vcccviccsccecccs Miami Beach 
I ino cA a owncknwadawadsaumeet Miami 

DeSoto-Hardee-Highlands County Medical Society 
i io5.c- tn ended beer aes Sean Sebring 
Goo ic ccc onkeneaawwowKieetal Wauchula 
I i i ee ec din Sebring 
Duval County Medical Society 
ERIE SERA ownb kee eaeed eee Jacksonville 
eS a eee Jacksonville 
ce, be ee ne Pe Jacksonville 
Brown, Alan DeWitt Jacksonville 
ee Jacksonville 
CN INS FS ink diesnduedsneesacdaswon Jacksonville 
errr errr tr Jacksonville 
ce | rrr reer Jacksonville 
Soywemmeste, Tatton Y. ow. ....6c ccc ccccccccs Jacksonville 
Eaton, Paul Jacksonville 
Erwin, Stanley Jacksonville 
I, iene daw sewaeessgwscere Jacksonville 
Hanson, Henry Jacksonville 
Holden, Gerry R. Jacksonville 
I RE I. ois enscsnecebscbun Tacksonville 
PN NN oie 6S iiss n80d6 Oe ee Keene ee Tacksonville 
Jelks, Edward Jacksonville 
Kirby-Smith, J. Lee . . Jacksonville 
ROM, END DEL. coo occ sivssévavevecsen Jacksonville 
RE We SS bs cas sew eden sen vane ee Jacksonville 
in a ga pieaniuueiaiewiebelgs tee Tacksonville 
SN ans meee Jacksonville 
ES OE oo  xicicwcwncuindseneededeee Tacksonville 
8 ee ee ee Jacksonville 
eg ee ew dtn wale en eoms Jacksonville 
Richards. Ferdinand Tacksonville 
a orn. Tacksonville 
hid ie sicid ne penn eeeaes one Tacksonville 
gins grn ais neice Ga gnenebiesion Tacksonville 
Simpson, J. Knox Jacksonville 
I i ks ie a macie andie ee Jacksonville 
Taylor, H. Marshall Jacksonville 
I aise sas ochie ipricn cio yese sth cxmio-no eee ee Tacksonville 
Upchurch. N. A. Jacksonville 
Van Schaick, H. D. Tacksonville 
Waas, Frederick J. Tacksonville 
I, ND TPL ons cin kasi cca vcsens Tacksonville 
ils os 6 wis oaincanwkeesrueeecu Tacksonville 
WO E55 vinclyd va xcabobeweeeneee Jacksonville 


Escambia County Medical Society 


I NE, 5 oo wee sens ceeennenen Pensacola 
ES MET. divcndcwsengnareasneesewesied Pensacola 


Bates, T. H. 
Ives, W. M. 


Black, J. B. 





—— 
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RE IES oi ainda Henw Seek heeeee Pensacola 
McLane, J. N. ... esses ee Si etean era Se aOR Pensacola 
I 5a, eacnle Sina a e's Ryans Solem iee-ae Pensacola 
EIN Fe Boe cass cows nae Wawa paid aes .....Centurs 
ES 2S RE ee er ene Century 
UPN TI Ts og Since iid Rinse ninwo-nowae is Pensacola 
Hillsboro County Medical Society 
Allen, Bundy . Me seseradint erie ae 
Alsobrook, J. W. re ae. Oe 
Andrews, C. A. ‘ Solace ae aaa ..... Tampa 
Beyer A. K. ..... P ene coe kh ampa 
Bidwell, A. M. ... bt nas toa hie eee Tampa 
Bitzer, E. W. ... eT ee ee en ee Tampa 
Blackmon, H. J. : cor eee .oes hampa 
Blake, W. C. . WL, crcl aku aE dane. uc oa eens Tampa 
Boling, John R. Resin ha gtea eR ee oes . Tampa 
Bottari, G. C. : Seer 
Brown, G. W., Jr. 5 eal .... Lampa 
Brown, H. O. ‘ ; patecatie ..+..ampa 
Carlton, Leland F. ‘ eee .. Tampa 
Cook, H. M. . oe ... Tampa 
Cowart, 1. 1..... FR RE LE Coat te nee Ns Tampa 
Dickinson, J. C. . Tampa 
Draper, A. D. : ee oe .. Tampa 
Duke, R. R. Ss ad ed ee oars Bee Tampa 
Duncan, W. P. Aa hcte weceive wooed ampa 
So, ee et eaten sveecee kh aMmpe 
a oe eee : Peed bie atees eae .... Pampa 
Etheredge, S. H. ee Eesha ata Tampa 
NN NOONE TERS 6 05s, Wie -s:'o ahs noe Salers oa West Tampa 
Gilbert, Elsie Pare aa Leeaoriers Tampa 
Gilmer, E. S. . BK ae ae eee Perey. Tampa 
NEY INEM rd. sos dois s9" a aces anaes Sites yoo Tampa 
Gvland, Stephen P. Situ riipiaveberonnetc ta .. Tampa 
Hardy, G. E. W. : Ree ee er ene sere ‘Tampa 
Helms, John S., Jr. Petal iac tae ta ie one et esc Tampa 
UN TR) edi te wndislcmia eeislenmeiomwd & Hb.58%8 Tampa 
Holloway, E. W. Ree e aetna te Tampa 
PUP CN SINE chai des aii0iig sa /ave. esc cine eYe.acepiaraelgiolers Tampa 
RN eo oo are keira. ehe.0i4's, 80 oOo emt ‘Tampa 
E66 o ots oe Gira dace a cere batene Plant City 
MN FS. TONG aise gots 5 Aiwa dha a ermine ered a a Rie eee Tampa 
NE MIN Ree 5h oes nicdieicauaus teense. Tampa 
Mills, Herbert R. Re I Pe eee ne tae Tampa 
IN oo a es acibvcasciave. aiglesraeieaenpavereren es ‘Tampa 
INE HR cec sis cigtas ne Since sale ee s'b snare Tampa 
ee oo rp ona cuss lc ioaernaieerwaine-sier wwinionen Tampa 
NN NR ood icsoocs a aces tala Wig nalg Se pgucohaeree Tampa 
NII ice. wiorccsarerapinissorawilaspie wre syd. cxeronwieient Tampa 
I 5.6 5aiens Ah are aca nei pea ne eta Nes Tampa 
EE FI Fs ce eraa eave eyplie tens Tampa 
IN oo. 5 ocr rmseranaceewngia eranere essratersieias Tampa 
MNES, oi 600 ints bc Rainn sion maemeswase Tampa 
IF ox sicwisicdey eww. ce cdma necleeneces Tampa 
8, UES ee ante cna CAR ee RR Tampa 
INN RENEE Ts 5.x 6 Sneunease-b cw sipscieminiandiele ters Tampa 
NM sad by o3:o-naidiswipwlniolnmeale-oeaicleernelns Tampa 
Jackson County Medical Soctety 
Ne soos atn yw sim sk oie wre$ isis: lasses elem: core: ois Graceville 
RII IES. inc sc alaws sie saoise howiein sein Marianna 
Lake County Medical Society 
PE TEE oli reis snc cin ortarcinioimrea pee TOR Umatilla 
I oo es ea ons aati ne Eustis 
I oda, va ceccinsioown nea wees Groveland 
MINE, isis srs .5 sisererenssiore nucle vi-esivrarereais Tavares 
oie 54.9105: oidipnn.cecsorn visio mies ied ace Groveland 
NE dnc 0b ne cersnesseng oe wie WS kisa eee eager Eustis 
I INE OS ore icon eo tin sin giaore Kien eee ocens Leesburg 
NCI ais 5 esc cre nsaneved wean seesis Leesburg 
ETI, RNIN TE. isesencc cc cceucisdineceisowey eae Eustis 
Lee County Medical Society 
NN IND ooo vo. co cre renece Gotnereeasiebn Ft. Mvers 
OE, Th, ION aso cctisccsiecednsweeees Ft. Myers 


Leon-Gadsden-Liherty-W akulla-Jefferson County 
Medical Society 
Re EI och: cia rac cuesnigher vaw nlc wigiere LE Quincy 
a! AG ERE ISR ey ae ne ek eA re men Tallahassee 
I Ns iad caoGwicnieecadceecen Chattahoochee 


ee, ae Tallahassee 
ERS i RD 2k ann teundeeweveroeses Tallahassee 
Paes TICRIE Be bcs ccceccsceccvopeeews Tallahassee 
SE Ser Kousees. ous ee nee ewee rh had Chattahoochee 
NN RE agp oe'o 5 'c wh aleieicii a oaye iene Chattahoocl 
Re, is RN ocd. sco \ cco BOs Gewese . Tallahassee 
PE NEON Be ie cles ddswundannevenmeses Quincey 
gE ee ee re eee ee Tallahassee 
Vanatee County Medical Society 
etes, BIGBOSTE civic cscccecce Dukes Bradenton 
PN, Ws Ne os chads ease ewanmaetn ..Manatee 
Varion County Medical Society 
Gls da 2): St A ie ne 
ee TROON Ee 666s cKO d cb modedeeaes Ocala 
Preece. Sete .. .o4060.okeoksdnwdins oy ...-Ocala 
Freeman, A “ge are are ene ; Ocala 
Cate, TOWEe: xc ckviwv sien Shiitpdodes eek Fairfield 
SR, So, Sane ne ce Oo eer tenon ‘ ...-Ocala 
ae, a, Se oe ee fd vane tosis Ocala 
Lisk, P SS, ee eee Ft. McCoy 
Pe COREE Be ie acne ecawa ‘ eae Dunnellon 
DECOM, BE Se. gccledecteewos a Ocklawaha 
Moore, J. N Fig Simegieen Stee : Ocala 
Peek, Bugené G.. .sccsccccscc Ocala 
es i el Ocala 
SO Oe er ee Wildwood 
a, Be a ae ee : Mel ntosh 
Wallis, Thomas H. ....... , ; : .. Ocala 
Watt, RL PS IAEA reek nea oe ae Ocala 
Orange County Medical Society 
Andrews, M. Mie o...coscs , Orlando 
Beardall, Harold M. ...... ‘ Orlando 
Brinson, Haynes ............ Seton Kissimmee 
Calvert, Read N. 2.2... “ee Orlando 
Chappell, John R. .......... ; Orlando 
aes) | ; Orlando 
or ae Se re . Oriando 
Dy, Trernee Ae odkks Secs Sans , Orlando 
Peete. -MRUNOU ion isoc a bis Sdle didie eae . ; VV r Park 
Ingram, I.. C. aiastantammadlen socio ex meds Orlando 
es nv a diarn ands ee ewieness $4 Orlando 
McEwan, Duncan T. .:.......... ; ... Orlando 
McEwan, John S.-.........%.. Se ated ie Orlando 
Mallory, Meredith ......... le ; Orlando 
See eer re ere patie Orlando 
Orr, L. M. pie Sakerscoahbboteusitanteeie Bde sits Orlando 
Osincup, Gilbert S. ........ siiiac Orlando 
SS a re “i Orlando 
Pines, John A. ET ee Te : Orlando 
Ricker, Samuel PF. i.cccsccsces ; } Orlando 
Rivers, ms M. Te errr. Ta. ° ; Kissimmee 
Shoemaker, Samuel A. .....................-Orlando 
Ne i seh leasseaties Orlando 
Spiers, William Phy vcs s.c0ss bwida 9s one g edo oe 
Sutter, Leroy Mi. «ic csc iwccien che a Orlando 
Weed, Walter A. .. Orlando 


Palm Beach County Medical Society 
Buck, William J. Belle Glade 


Dawsen, George Mio ociccccccvccsces W. Palm Beach 
Herpet, Frederick K.. ....5..4... W. Palm Beach 
Fommeom, Vesey Wl. x. ciscccuie sdewes W. Palm Beach 
PR NNN Riso dlartinccsies acres ei oietaie W. Palm Beach 
I oc teh ao tg chs cliche eva W. Palm Beach 
ee WRIIMED Wc. 6 ccv.cbi0cnedsneaeiees W. Palm Beach 
Ee ooo rindieg cd ewisisd ecko cere cee Clewiston 
PI A WI So oa unos cag bare a ceeen W. Palm Beach 
Eee Ee ar errant W. Palm Beach 
Van Landingmam, W. EB. ..o.5.6sciccccess W. Palm Beach 
Pasco-Hernando-Citrus County Medical Society 
Ree, SGBOOE Te onnskcociciceses vescwes Brooksville 
I I MS ow 56:5 otere conde osie etnies Inverness 
PU UI WES aig. 5 sciaivw. div iaideo'Wie rgsainin aisle oA tere Inverness 
MI heen Pe Me oe a ene Brooksville 
NC oe Sets oe are wee anata ciara ate Crystal River 
ee ee ee Dade City 
WIRING occ olvidiosrecinisw wiecsie wwe Crystal River 
Pinellas County Medical Society 
yn a. SS ea ar eer St. Petersburg 
RE EEN earn ewe iee Maar a eee St. Petersburg 
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EN BBs i ocs.aib sare sarnpiaseniewiein.e aie St. Petersburg 
Knowiton, RK. Fe... cc cccce ccc ccecccc Oh Peterburg 
Se en ov vueiweeooncsaus St. Petersburg 
EE WEEN ferdx pines S-sine Se eaew eee Dunedin 
a Saree ye ere ae rin Serer St. Petersburg 
NE RS os Sa wee sees adauneenennn St. Petersburg 
RGM, PURI AE o.oo s ndne awa sueesds St. Petersburg 
a ae eee are eee are St. Petersburg 
ee eee St. Petersburg 
RS oink Garind kwadesea dasenan vee St. Petersburg 
SEMIN, Be Rs iio iosisadewacdvaspenses St. Petersburg 
I, Bes We isos ob euaWenancaes was piowia . Dunedin 
PMG hs Be Gistres botecassaseeess atest St. Petersburg 
Polk County Medical Society 
OO Aa ee eee ee: Lakeland 
Ns I Be goa siitréd psi ssds- wrens overs Winter Haven 
EE SENN hoor cua dnuwse snawnwswondies Lakeland 
EE BN ee Sorcha tremniniad adn aes pee Lakeland 
NS ake yi clnk ie kaw ks k 5 Sade de ee Lakeland 
oli as ania dink os a a matane a Winter Haven 
ee a ee Bartow 
PN ee is toain ws OC awd oust wes See Gane Bartow 
IN ie I Gi i cx ecdin hated sb Wem Re Bartow 
ce Sn eee Bartow 
I Re i wale e wa ceod ower aew~ues Lakeland 
A ee Lake Wales 
NR acy ai dae wineries erawhereie-d SBE Pierce 
ck ov ccdcdiiwns dames eeseamanee Lakeland 
Ee oe crsesarsesaece sn eanewaeeae Lakeland 
ere Lakeland 
WE, BOUND oy NG one k0sb0cess as éerncssen Lakeland 
Putnam County Medical Society 
PT. Ws oe in docstoc ase taste vi00s bese Crescent City 
St. Johns County Medical Society 
eC IE 55 sated coddoeeepedeeseunus St. Augustine 
eee a St. Augustine 
Lockwood, Vernon A. .....6......0020.0- St. Augustine 
te SIR See ee St. Augustine 
ee, ee a ae St. Augustine 
Write, Tertiert Be. oivic kk siccvivsscscccsone St. Augustine 


St. Lucie-Okeechobee-Indian River-Martin County 
Medical Society 


SR WE FS bs Anidesc ae ceaneeesulsnseeanes Ft. Pierce 
Ee see ee ree Vero Beach 
Sooke rccundatededuenemwnomas Ft. Pierce 
Sarasota County Medical Society 
WN DNRNIIE 55s seosececuscese eta aceesns Sarasota 
RNG SS Be a. o5nieinsdsot6ssssasseasadson Sarasota 
DE ES hdc Scndenceabidudumonaehuncn Sarasota 
Seminole County Medical Society 
al 5 dive Sid ache we aheoamiara each Rik oke eecaee Sanford 
Ser ee eee eee Sanford 
ENE eine ath aasweseaedambedeeswns Sanford 
Sumter County Medical Society 
ott ge OPO Ee ee ene Bushnell 
OM ee opis eves decswemn ceva nmdndets Leesburg 
Volusia County Medical Society 
ee I ETI 
IE We Be, ork eGo cuekdwovedeesenurgener DeLand 
IE TN Gl ic ncwessadieriscananana'e New Smyrna 
SS Ee OCCT ORL Re DeLand 
BOON, MIE OI 6 oo cccsdcndecice ceces Daytona Beach 
Se BUN oi. ose de wanowoses ceases DeLand 
SR eee ere New Smyrna 
IN oh oi So eg ok tiroe ot Daytona Beach 
8 Serie reer remarry eee DeLand 
LE 2 eee eee cae Daytona Beach 
oe ancy capeusicwnesonemenuae DeLand 
PIE Ee NNN 6 Seis cices bea cees woes Daytona Beach 
OE SLOTS reer ivnee eatin hecb ch) DeLand 
PN I oe eee eae Daytona Beach 
W alton-Okaloosa County Medical Society 
pig Sh rae mare meee DeFuniak Springs 


Guest of Honor 


Prateek: TNR Te. 5 xksicenn cic Atlanta, Ga. 
Visitors 
Nid sci new wllaw een Pensacola 
a a, an Pensacola 
Breatiey, Z. ....<4% Grandin 
Brewster, W. A. ........ Callahan 
Clement TW. .6ks vce Chattahoochee 
Cleveland, C. P. ........ Jacksonville 
Freeman, H. S. ........ : Miami 
Geddes, J. ¢ ae ee or a ... Ocala 
Goldsmith, Wm. S. . \tlanta, Ga. 
a Se ee Alachua 
Googe, J. 7 Daiae aides Jacksonville 
Grithtts, T. H. D. ..... Jacksonville 
NL MES sd) oso emia ewses Aoi Belleview 
Hilborn, Caroline — eee Battle Creek, Mich. 
Hilborn, R. R. .. : ee Battle Creek, Mich. 
Hughlett, W. S. ; hin en ae Cocoa 
Kappler, George J. ............. . W. Palm Beach 
Loncoeter, Wi. Je scsi sic .Wilmington, N. C. 
ee ‘Tampa 
Morgan, Thomas FE. .... ee Jacksonville 
oo SE ae Nicholasville, Ky. 
Norman, Estella G. ........ as Miami 
a See ne re F ....Melrose 
i ee patere 5 ..Perry 
oom. Se EO ET . . Seville 
enn ene . Jacksonville 
Exhibitors 
Anderson, T. Emmett.................. ... Tampa 
Pe NS 5 hos 4 ws bs Se Ca Ow Atlanta, Ga. 
ne ee Jacksonville 
INE NS PRS Siatiascceus sesvion ..... Jacksonville 
NOE SOE Gann'skceeseecanrwan careers Tampa 
i Sere obi bieldiog ....Miami 
i Ee ears ....-Miami 
SS ee cn team deoecdeipait ...Eau Gallie 
ae Louisville, Kv. 
Tones, Mrs. George I. .............-- Louisville, Ky. 
LS ey Se errr ee ... Tampa 
EE, ScKGib Mabe Kone einnneaieddit Tampa 
ed Oe leks canceaierdtun eoudeseagaceden’ Tampa 
SN oe: ope vaigeaveee nd winners weeeee Miami 
oS ee Jacksonville 
PO BES Sicignekascxcncanduuwees .. Jacksonville 
NS arse nine tonne atewin aaeRleld Columbia, S. C. 
TN ine cs dara seve db tiv wimg aad eve Atlanta, Ga. 
eer Atlanta, Ga. 
I viii o. wicenmowibusan peudioue Jacksonville 
NE ia gum aces bsmomanwkt New York, N. Y. 
ek ee .... Jacksonville 


WOMAN'S AUXILIARY 
MEMBERS AND GUESTS REGISTERED AT THE 
OCALA MEETING 


PE TE NEE oink saanwn besa ee econ New Smyrna 
i NE a abcinidarckaccaneoaeace sad Cocoa 
ii cc ss we EES ae Se ae 
NN er ois cites abi wad hel Melbourne 
a fe ee ee ee Miami Beach 
Miss Lenore Baetner, R.N. ..............200-- Umatilla 
ee Fort Mvers 
mere. Tame TH. Beerwaee, Fe. x 6.0:0.65655. 00005000: Lakeland 
EE aig oc os co aiaikd alk aes oe hoes Grandin 
es MIN oss. code o oeceeecas Kissimmee 
es 6 iaisctecsvikewusxawnn St. Augustine 
le Be Iv oi gticsnktussewawaeas Dunnellon 
i tis WE SIND ccs cnescrccecesavee DeLand 
Be PO lini 6.ns56 000-9 0 an oneewse Tampa 
Bites Margaret Chavier.........cccssccccccccces Ocala 
anne Ocala 
Ne BE onc bnéa nas sodnaeecoesmbaes Orlando 
Mrs. Ralph M. Clements................ Chattahoochee 
Ee ccc cond arene wae banunn Lakeland 
oe eg ere errr reer Jacksonville 
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Oi IN. oof in occa Soe nid wee eee Tampa 
i NE 5 ois og sic ec Seco eens ties Brooksville 
es III ois. o eck se tices cevesss eases Ocala 
Oe EE Teer Tallahassee 
IN ashe o! lis 60 a Gr's-4 ria Stariarelingorelmpare Quincy 
George M. Dawson............... W. Palm Beach 
A 6506. 5:5-0-ossene oe4-p ouie wean Sanford 
eI NN 66s 0 ngsorsiy isles: 4:09 do meee Ocala 
Eucien 1, Dyremtorts. ..... «22. 0600520 Jacksonville 
IN 5. in orerd 12-de ane sierpisenaietats Umatilla 
ON re St. Petersburg 
IN S65. bid aie Cupininie < pian connotea Ocala 
NO 5 55) 6-o5sciin dings nies pais wengleos Ocala 
NS aici a:-0) peso sore nedhnce edge Guba glee Bradenton 
Te Winter Haven 
EE TO POT Te EO A eT 
NE a. .59:5.5-5< ccarepialS oie epee niem Tampa 
eG ER clea dacs ecm seeee oa acenmees DeLand 
ee, Ig ooo cs wit srecccera ee wroaierceies Belleview 
ES 05g: 0rohial guts: obese arehaee Vero Beach 
Be EC IRS 66. e cn caesenvowsies St. Petersburg 
a | rie Jacksonville 
J ee ee Brooksville 
hk rrr New Smyrna 
SS Ee rs W. Palm Beach 
NE IR 5: 950 -o eta: ers. n. revise ecalong erat Pensacola 
Ee rere ns Ocala 
a NE 66 6d is dg gine wio a Gdrehon Soreseumiend Orlando 
Se eae merarennrs Jacksonville 
never W. TeMMINS....... 2. 00 cccsee St. Petersburg 
ere Jacksonville 
ee EE MN oS 5.0: 5 od lose Bee asteteeione Tampa 
See INN oS nna 55 'od:asi Seige anda pice Bartow 
eg cicti di eia ne icasinsmimadiceeae Gainesville 
EI a0 5669).f es caleiesitielolorionsia emote’ Ocala 
ee St. Augustine 
ee ee Ocklawaha 
Pe NS oo cccosenwrediedusesewnes Inverness 
cg ones acai dis recnia d-sia one AT Ocala 
Rey ee III 55-5 6 oso 0 atce.o000oeewen Pompano 
A St. Petersburg 
ee Bartow 
is EE 5-4; soc01s: 9916-5 reennrs:S analvaiions Manatee 
ee Bartow 
a Bartow 
US ee ere Daytona Beach 
de re Leesburg 
ee ey Lakeland 
Se eee ee Miami 
i, | ane ree rey Cocoa 
ee Sarasota 
Evelyn Payne Peacock................. Wauchula 
ee reer Century 
ere St. Augustine 
CN ee een Pierce 
NN el rrA Seve cbc 0.» os ebaboveeoumwn Miami 
Ferdinand Richards................. Jacksonville 
SL Oe eee Orlando 
Ms MUIR. 55 ois 5 05-0 soos ec ewewomencce Ocala 
Prenkun W. Roush................ St. Petersburg 
IN foo 69.55 59.5'd conics ociatsre ia ciaieanies Ocala 
Be eee Jacksonville 
I ose Gia po ernie ovine tee Bradenton 
I 65a 0.6426 scccauevevosnearaes we aiaee Tampa 
NN aos os sinc w wicie wieenevs.eusuiwdd Oxford 
oS ar Sanford 
ere Orlando 
TINE EES oo 3.5 icioo.s Seere ows ee anne Miami 
er re err MclIntosh 
De MID. ow ose cwacsevwens St. Petersburg 
(ee Gainesville 
Be oe icons e ddr noes arebiincee DeLand 
FOG DUET TORDEPVENC. . «oo cccesiecc cease Century 
PEMEMICEN TUPDETVINIG. ... 5. occ cece sccces Century 
eee le, ET Tacksonville 
is ie TINIE o.oo: a.ceioc-oi0.ic soe teeiale or Jacksonville 
es WE ENON 5 6 coi. oc cies cs ese sieves Ocala 
SE See Aer & Jacksonville 


INE ccs siiocvacG/oss5><eeselioia wv Gcancbeeie tea Tampa 


NIN oi ccigs wiser poy ade lel peiewinds Jacksonvill: 
ee A ee ....-Ocala 
Mrs. Harrison A. Walker......................-Miami 
Dee. Tee FRIIOG. «5... eisicics ccccswss ves Lakeland 
Devs. Woarter A. Weed. ... 66 sivciesscvcceses .. Lakeland 
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OUR PRESIDENT 

Herbert Lee Bryans, son of the late Dr. Rob- 
ert L. Bryans, was born in Griffin, Georgia, Sep- 
tember 16, 1889. He moved to Florida in his 
early childhood, where he attended the public 
schools of Escambia County and obtained his 
preparatory work at the Pensacola Classical 
School. In 1911, Doctor Bryans graduated 
from the Emory University School of Medicine 
(Atlanta College of Physicians and Surgeons), 
and during the following vear did post-graduate 
work in internal medicine at the New York Post- 
Graduate Medical School. 

In 1913, Doctor Bryans returned to Pensacola 
where he began the practice of medicine. After 
the declaration of war, he was commissioned 
First Lieutenant in the Medical Reserve Corps, 
U. S. Army and attended a Course of Instruction 
at the Army Medical School, Washington, D. C., 
in May and June, 1917. He was ordered over- 
seas in July, 1917, on detached duty with the 
Royal Army Medical Corps. He was later com- 
missioned Captain and Major. 

After being discharged from the Army in 
July, 1919, Doctor Bryans accepted a position 
with the U. S. Veterans Bureau, Washington, 
D. C., becoming an associate member of the board 
of appeals and later, when the decentralization 
took place, he was assigned to the New Orleans 
office as chief of the medical rating section. Af- 
ter organizing the rating section, he was trans- 
ferred to the Mount Alto Tuberculosis Sana- 
torium, Mount Alto, Pennsylvania, as chief of 
the medical service where he remained for one 
year. In 1923, Doctor Bryans resigned from the 
government service to resume private practice 
in Pensacola. 


Doctor Bryans is a member of the Masonic 
Fraternity, Rotary Club. Escambia Club, and a 
member of the American College of Physicians. 
He is a charter member of the Rho Chapter Theta 
Kappa Psi Medical Fraternity. 











OUR PRESIDENT 


DOCTOR HERBERT L. BRYANS, OUR PRESIDENT 
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THE OCALA MEETING 

The Marion County Medical Society, which 
acted as host to the Sixty-Second Annual Meet- 
ing of the Florida Medical Association, held in 
Ocala, May 13, 14 and 15, is to be congratulated. 
The attendance at this meeting ranked third in 
the history of the Association. In 1934, Jack- 
sonville had the largest attendance with a total 
of 617; Orlando in 1931 was second with a total 
of 502. The registration this year at Ocala 
totaled 472. Of this number, 311 were members 
of the State Association, 27 were visitors, 22 
representatives at exhibit booths and 112 Wo- 
man’s Auxiliary. 

The members of the Marion County Medical 
Society deserve unusual credit for entertaining 
such a large number at the recent convention. 
Members of local committees and, in fact, each 
member of the Marion County Medical Society, 
including the members of the Woman's Auxil- 
iary, were, indeed, real hosts. Everyone atiend- 
ing this convention in Ocala was more than 
pleased with the entertainment and_ hospitality 
displayed. The officers of the Marion Hotel were 
most cordial and looked after the convenience of 
guests to the best of their ability. The Secretary 
of the local Chamber of Commerce was on the 
job every minute and everything possible was 
done to make the members and guests enjoy their 
stay in Ocala. 

Twelve exhibit spaces were occupied in the 
Marion Hotel and the representatives of the 
various exhibiting firms filled an important part 
in making this meeting a success. Owing to the 
lack of space, it was necessary to turn down 
applications of many worth-while firms who 
desired exhibit space. 

The Association dinner, held in the main din- 
ing room of the Marion Hotel, was a very pleas- 
ant affair. The attendance was not up to that 
of the previous year. This was probably largely 
due to the fact that many of the members and 
guests felt there would not be seating capacity 
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for an unusually large number. Two hundred 
forty-six dinner tickets were sold and the dining 
room was ample to accommodate this number. 
The menu was carefully selected and the service 
and food were of the highest order. 

Complete proceedings of the meeting, as well 
as the names of the new officers, appear in this 
Journal. Committee appointments were not 
completed when this Journal went to press so a 
complete list of the committee appointments will 


appear in the July Journal. 





BIOGRAPHICAL SKETCHES OF PHYSI- 
CIANS GIVING SHORT COURSE* 
Dr. Emit Novak 

The lectures on gynecology will be given by 
Dr. Emil Novak, Associate in Gynecology at 
Johns Hopkins Medical School. Dr. Novak re- 
ceived his A. B. degree from Loyola and his M. 
D. degree from the University of Maryland. 
He is visiting gynecologist to St. Agnes’ and Bon 
Secours Hospitals, Hospital for the Women of 
Maryland. He is a Fellow and former Vice 
President of the American Gynecological So- 
ciety; Fellow American Association Obstetri- 
cians ; Gynecologists, and Abdominal Surgeons; 
former Chairman Section on Obstetrics, Gyne- 
cology, and Abdominal Surgery, American 
Medical Association; Fellow Southern Surgical 
Association ; American Association for Study of 
Internal Secretions, Southern Medical Associa- 


*Biographical sketches of other faculty members wil! 
appear in the June Journal. 
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POST GRADUATE SHORT COURSE 


PROGRAM OF GRADUATE SHORT COURSE, JUNE 24-29, 1935 















—_— Monpay, TueEspay, WEDNESDAY, THUuRspDAY, FRIDAY, SATURDAY 
JuNeE 24 June 25 JUNE 26 JUNE 27 JuNE 28 JuNeE 29 
9-00-10 :00 | Pediatrics Medicine Pediatrics Gynecology Gynecology Surgery 
; : | Casparis Bethea Casparis Novak Novak Shipley 
1000-11 :00 | Obstetrics Obstetrics Obstetrics Surgery | Surgery Gynecology 
i ‘ Adair Adair Adair Shipley Shipley Novak 
11 :00-11:30 | Recess Recess Recess Recess Recess 11 :00-12:00 
ce ieee 7, ee ews pane — ~s ; Orthopedic 
ieee Medicine Pediatrics Medicine Orthopedic = Orthopedic =|. eery 
1430-4290 Bethea Caspari Bethea Surgery rent? tin 
_ Campbell Campbell Campbell 
12:30- 2:00 Chairman: Chairman: Chairman: ' Chairman: Chairman: 12:00- 1:00 
Lunch hour 2 ‘ 
Round-table ; - ‘ ss , Surgery 
i eeadhen Casparis Bethea Adair Shipley Novak Shipley 
mas Freee a a Venereal . . 
Obstetrics Obstetrics : Gynecology Surgery 
Ps > ? . . 7" al . = 
co so | Adair Adair teat Novak Shipley 
Wenger 
3:00- 3:15 Recess Recess Recess Recess Recess 
3:15- 4:15 | Medicine Pediatrics Medicine Surgery | Gynecology 
; ‘ Bethea Casparis Bethea Shipley Novak 
. ‘ Pediatrics Medicine Obstetrics h enereal 7 enevont 
4:15- 5:15 pcre : Diseases Diseases 
Casparis Bethea Adair : ; 
Wenger Wenger 
Alachua Co. 
Medical Soc. Lecture on 
8 :00- Smoker: Social Diseases 
Symposium, Wenger 
Malaria 
tion. He is engaged in active gynecological prac- hospitals: Dr. Willis C. Campbell Clinic, Crip- 


tice and teaching. 

Dr. Novak is author of “Menstruation and Its 
Disorders” (D. Appleton and Company) ; “The 
Woman Asks the Doctor” (Williams and Wil- 
kins Company); Section on Physiology of Re- 
production in Curtis’ “Obstetrics and Gyne- 
cology”; Chapter in Kelly’s “Gynecology,” 
Lewis’ “System of Surgery,” Adair and Stieg- 
litz’s “Obstetric Medicine.” He has published 
about 175 papers, dealing chiefly with pathologi- 
cal, physiological, and endocrinological aspects 


of gynecology. 


Dr. Winuis C. CAMPBELL 


The course in orthopedic surgery at the Short 
Course in June will be presented by Dr. Willis 
C. Campbell, Professor of Orthopedic Surgery 
at the University of Tennessee School of Medi- 
ene, Memphis, Tennessee, since 1910. Follow- 
ing his graduation from the University of Vir- 
sinia Medical School in 1904, Dr. Campbell took 
post graduate work at the Royal National Ortho- 
the University of 
Vienna, and other European clinics. ; 
Dr. Campbell is chief of staff of the following 


pedc London, 


Hospital, 


pled Children’s Hospital, and Hospital for Crip- 
pled Adults. 
Orthopedic Association, American Academy of 


He is a member of the American 


Orthopedic Surgeons, International Society of 
Orthopedic Surgery, American College of Sur- 
geons, American Medical Association, Southern 
Surgical Congress, Southern Medical Associa- 
tion, Clinical Orthopedic Society, and Interurban 
Orthopedic Club. 

Dr. Campbell is author of the following pub- 
ications: “Orthopedics of Childhood,” a mono- 
graph in Clinical Pediatrics, D. Appleton and 
Company, 1927; “Injuries and Surgical Diseases 
of the Joints,” a chapter in Dean Lewis’ “Prac- 
tice of Surgery,” W. F. Prior and Company, 
1928; “Dislocation of Joints,’ same series as 
above, 1930; “Physical Therapy in Bone and 
Joint Tuberculosis,” a chapter in “The Principles 
and Practice of Physical Therapy,” W. F. Prior 
and Company, 1932. 

The subjects selected by Dr. Campbell for his 
lectures in June are “The Fracture Problem.” 
“Surgery of Arthritis,” and “Osteomyelitis,” all 
illustrated by lantern slides and motion picture 
films. 
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STATE NEWS ITEMS 

Dr. Hewitt Johnston of Orlando has returned 
from Roanoke, Virginia, where he took a post- 
graduate course in eye, ear, nose and throat work. 

*¢ «@ 

Dr. J. J. Regan of Boston, Mass., was recently 
the guest of Dr. and Mrs. S. B. Forbes of ‘Tampa. 
Dr. Regan was recently elected president of the 
New England Ophthalmological Society. He is 
head of the Eye Department of the Boston City 
Hospital. While in Tampa, he gave a talk before 
the Eye, Ear, Nose and Throat Society on 
“Acute and Chronic Dacryocystitis.” 

‘+s 

The many friends of Dr. W. M. Goodson of 
Miami wish him a speedy recovery. Dr. Good- 
son is a patient at the Jackson Memorial Hospital. 

. + «6 

The annual meeting of the Academy of Physi- 
cal Medicine will be held June 12 and 13, at the 
Claridge Hotel, Atlantic City, N. J. For fur- 
ther details, address Arthur H. Ring, M.D., 
Secretary, Arlington, Mass. 

* * Ox 

Doctor and Mrs. Joseph M. Bosworth of 
Lakeland spent a week during the month of 
April in Atlanta, as guests of Doctor Bosworth’s 
parents. 

.* * 

Dr. Peter W. Besenbruch and family of Dav- 
enport sailed from New York on May 23 on a 
trip to Germany. They will visit relatives and 
Doctor Besenbruch expects to do post-graduate 
work in that country before returning home. 

‘. # 

The American Proctologic Society will hold 
its thirty-sixth annual meeting in Atlantic City 
June 10 and 11. Headquarters for the meeting 
will be the Marlborough-Blenheim. 

oss 

Dr. J. A. B. Sinclair of Miami died at the St. 
Francis Hospital, Miami Beach, May 19, from 
heart trouble. 

‘2 « 

The American Association for the Study of 
Goiter will hold its annual meeting in Salt Lake 
City, Utah, June 24-26. <A well-rounded pro- 
gram has been planned. 

; * = = 


Dr. Corbett E. Tumlin of Miami, a member of 
the Florida State Board of Medical Examiners, 


has been appointed a Kentucky Colonel by tl - 


Governor of that state. 
x * x 

Dr. M. D. Thomas of Miami Beach is spen«- 
ing the summer at Old Orchard Beach, Maine. 
He expects to return to Florida about Septen- 
ber 10. 

* « * 

The sixth annual and quarterly meeting of the 
Florida Dermatological Society will be held in 
Jacksonville the week-end of June 30. 

Dermatologists from most of the southeastern 
cities have accepted an invitation to attend this 
clinical meeting for the purpose of organizing the 
South Atlantic Dermatological Conference. 
Chairman—J. 1. Kirby-Smith, Jacksonville. 
Secretary—J. J. Saxton, Tampa. 

se @ 


Dr. William Henry Watters, who spends each 
winter at Coconut Grove, has returned to Boston, 
Mass. His address is 270 Commonwealth Ave. 


*k x x 


Dr. L. M. Anderson of Lake City has opened 
offices in the Lake City Pharmacy Building. 


* %* * 


Dr. George Dame of Inverness was recently 
elected head of the Grand Chapter of Royal Arch 
Masons of the State of Florida. 


* * * 


Dr. H. C.: Babcock of Miami died May 20. 
Dr. Babcock, who was 61 years of age, was a 
native of Mason City, Iowa. He came to Miami 
in 1913 where he practiced up until the time of 


his death. 
* * x 


Doctor and Mrs. Henry Palmer of Tallahassee 
were visitors in Jacksonville recently. Doctor 
Palmer called at the business office of the Florida 
Medical Association and also spent some time at 
Atlantic Beach. 

x oe x 


The Committee on Arrangements for the next 
annual meeting, which is to be held on the $.5. 
Florida, will have some very interesting infor- 
mation in the editorial column and the advertis- 
ing pages of the June Journal. Beginning with 
the June Journal, and continuing from time to 
time, attractive information will be available in 


your Journal. 
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FOR SALE—Victor X-ray, hospital size, 1922 model. 
Buckeye extension, developing equipment. Operating 
table, instrument table, gas dry goods and instrument 
sterilizer. Complete set abdominal surgical instru- 
ments. Any reasonable price accepted. Mrs. C. C. 
Bohannon, 154 First Avenue, Daytona Beach. 





COMPONENT COUNTY SOCIETIES 
DADE COUNTY MEDICAL SOCIETY 
The Dade County Medical Society held its 
regular meeting in the Huntington Club Rooms, 
8:30 p. m., May 3. 
on “Cancer of the Uterus and Cervix” com- 
prised the scientific program : 


“Etiology,” John T. McDonald. 


The following symposium 


“Pathology,” Buist Litterer. 

“Methods of Diagnosis,” J. R. Graves. 
“Carcinoma of the Fundus,” M. H. Tallman. 
“Radiation Therapy,” Gerard Raap. 
“Complications,” M. M. Coplan. 


DE SOTO-HARDEE-HIGHLANDS COUNTY MEDICAL 
SOCIETY 

The regular monthly meeting of the DeSoto- 
Hardee-Highlands County Medical Society was 
held in Wauchula April 9th, with the following 
members present: Kirkpatrick, Pyatt, Kayton, 
Sevis, Chandler, J. A. Peacock, 
Weems, and Martin. Visitors: Dr. Mason 
Smith, Dr. Bundy Allen, and Dr. Leland Carlton 
of Tampa, and Dr. Peacock of Bartow. 


Simmons, 


The committee composed of Simmons, Kirk- 
patrick and Martin to contact Senator Murphey 
regarding medical legislative and Social Security 
Bill, reported having met with him in Arcadia 
and had lunch with him and Representative Sims 
of Highlands County. Both were in favor of any 
changes the doctors saw fit. Representatives in 
DeSoto and Hardee were reported contacted. 

Dr. Weems read a letter from Dr. Davis of 
Quincy regarding medical legislative program. 
This was discussed by Dr. Mason Smith. Dr. 
Simmons made motion that society go on record 
as opposed to the Social Security Act and that 
all representatives in the three counties and 
Senator Murphey be wired to this effect. 

Dr. Mason Smith of Tampa made a most 
interesting talk on “Encephalograms,” supple- 
mented by many x-ray pictures and discussed by 
Dr. Bundy Allen of Tampa. Dr. Carlton of 
Tampa also discussed this paper. 

It was moved by Dr. Simmons and seconded 


COMPONENT COUNTY SOCIETIES 








521 


by Dr. Poucher that no monthly meeting be held 
in May due to the state meeting in Ocala. The 
question was brought up of changing the hour 
of meeting from 8 to 6:30 or 7 p. m., but no 
one was interested enough to discuss it. There 
being no further business, the meeting adjourned. 


LAKE COUNTY MEDICAL SOCIETY 
A meeting of the Lake County Medical Society 
was held in Leesburg, April 3. Dr. C. D. Hoff- 
man of Orlando, guest speaker at this meeting. 
presented a paper on “Sterility.” 


LEE COUNTY MEDICAL SOCIETY 
THE LEE COUNTY MEDICAL SOCI- 
ETY HAS PAID 100% OF DUES FOR 1935. 
THE OFFICERS RESPONSIBLE FOR 
THIS ACHIEVEMENT ARE: 
President—ERNEST BOSTELMAN. 
lice-President—W. H. GRACE. 
Sec'y-Treas—H. QUILLIAN JONES. 


PASCO-HERNANDO-CITRUS COUNTY MEDICAL 
SOCIETY 
The regular monthly meeting of the Pasco- 
Hernando-Citrus County Medical Society was 
held at the Tangerine Hotel in Brooksville, 
Dr. A. C. Coogler 
An excellent dinner was served 


Thursday evening, April 11. 
was the host. 
which was followed by the regular business and 
scientific meeting. 

The following members were present: Dr. 
S. C. Harvard, Dr. A. C. Coogler, Dr. G. R. 
Creekmore of Brooksville; Dr. Leland H. Dame 
and Dr. Geo. A. Dame of Inverness, and Dr. 
J. T. Bradshaw and Dr. John J. Bourke, of Dade 
City. 


POLK COUNTY MEDICAL SOCIETY 

THE POLK COUNTY MEDICAL SOCI- 
ETY HAS BECOME THE THIRTEENTH 
SOCIETY TO REPORT 100% OF DUES 
PAID FOR 1935. SEVEN NEW MEM- 
BERS HAVE BEEN ADDED TO THE 
ROSTER OF THIS SOCIETY, MAKING 
A MEMBERSHIP OF 57. THE OFFICERS 
OF THIS SOCIETY ARE: 
President—R. LL. HUGHES, BARTOW. 
Vice-President—G. C. FREEMAN, LAKE- 

LAND. 


Scv'y-Treas.—J. R. BOULWARE, JR., LAKE- 


LAND. 
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WOMAN'S AUXILIARY 
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The ladies attending the State Medical Con- 
vention held in Ocala May 13, 14, 15, were de- 
lightfully entertained by the Marion County 
Auxiliary. 

On Monday evening a double feature enter- 
tainment was staged. Some of the ladies attended 
a theatre party at the Ritz Theatre, while others 
attended a bridge party in the beautifully adorned 
loggia of the Highlands Hotel and Club House. 
Those attending the bridge party, created quite 
a bit of excitement when they roared through the 
town in ambulances from three undertaking 
establishments with the sirens open and escorted 
by a police patrol. 

At a late hour the theatre party joined the 
bridge players for a delightful buffet supper in 
the beautiful dining room of the Highlands Hotel. 

On Tuesday morning the annual business 
meeting of the State Medical Auxiliary was held 
in the dining room of the Marion Hotel and the 
following State Officers were elected: Mrs. kK. W. 
Veal of Jacksonville, president; Mrs. W. W. 
Harden of St. Petersburg, president-elect ; Mrs. 
J. Ralston Wells of Daytona Beach, vice-presi- 
dent; Mrs. Walter Weed of Lakeland, last vear’s 
secretary and treasurer, was re-elected, and Mrs. 
Leigh F. Robinson of Ft. Lauderdale, corre- 
sponding secretary. 

Mrs. E. G. Peek of Ocala was re-elected State 
Historian and Mrs. Wilburn Lassiter of Gaines- 
ville was re-elected parliamentarian of the organ- 
ization. The following are the retiring officers of 
the State Auxiliary: Mrs. E. R. McMurray of 
Bartow, president; Mrs. Homer Pearson of 
Miami, vice-president, and Mrs. G. C. Tillman of 
Gainesville, corresponding secretary. 

The new president of the State Auxiliary, Mrs. 
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FE. W. Veal, was presented the gavel by the retir 
ing president, Mrs. EK. R. MeMurray, who ex- 
pressed her appreciation for: the cooperation 
shown her by the officers and members of tl 
organization during the year. Mrs. Veal aj 
pointed the following committee chairmen who 
will serve during her administration: Mrs. S. M 
Copeland, of Jacksonville was reappointed State 
Press and Publicity chairman; Mrs. Gordon H. 
Ira of Jacksonville, State Program chairman: 
Mrs. John Maines of Gainesville, State chairman 
of “Hygeia” magazine; Mrs. E. R. McMurray 

Bartow, State chairman of Public Relations, 
and Mrs. L. C. Ingram of Orlando, State chair- 
man of Finance. 

The meeting was opened by Mrs. R. D. Fer- 
guson, president of Marion County Auxiliary, 
who asked the members to stand and to read in 
unison the Club Woman's Collect. Mrs. Fer- 
guson then introduced the State president, Mrs. 
K. R. McMurray. who took the chair. Mrs. 
Walter Hood of Ocala gave the welcoming ad- 
dress and Mrs. S. M. Copeland of Jacksonville 
gave the response. 

Mrs. McMurray introduced Dr. Homer Pear- 
son of Miami, State president of the Florida 
Medical Association, who spoke on Organized 
Medicine. He assured the auxiliary members 
that he knew they would do everything in their 
power to make the communities in the State 
healthier and happier places in which to live. 
Dr. Pearson urged the auxiliaries through their 
own medical associations to become more inter- 
ested in what was going on in politics, saying that 
unless they did so the medical profession would 
be at the mercy of unscrupulous laws. “The 
success of a community, a people. or a nation 
depends upon what motives drive it,” Dr. Pear- 
son stated. “Those in the medical associations 
and auxiliaries should have aims which will be 
of mutual advantage to all of those concerned. 
The men belonging to the medical associations 
are helpless,” he said, “without the aid and en- 
couragement of the women.” 

“The second project of the Medical Associa- 
tion beside that of more adequate organization 
is the study of maternal welfare,” the speaker 
said further. He pointed out that in the United 
States the maternal mortality rate is as high as 
that of any civilized nation and that the death 
rate from maternity cases in Florida is the highest 
of any state in the union. “The lax laws of 
Florida,” said Dr. Pearson, “permit almost any 
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one to assume the responsibility of a woman at 
the tine of child birth. Too many women in our 
state do not have the right attention at this most 
important time of their lives. This is a most 
serious indictment against those practicing mid- 
wifery in this State.” 

Dr. Pearson informed the women preseat at 
the morning’s meeting that a committee had been 
appointed to investigate every maternal death in 
this state, to determine the exact causes and to 
do everything in its power to eradicate them. 
“We must have laws in this state,” the speaker 
insisted, “so that it will be impossible for incom- 
petent persons to take care of women during 
pregnancy.” The physician said in conclusion, 
that with the assistance of the University of 
Florida the Medical Association is attempting to 
instigate a graduate course for doctors at the 
institution. 

Mrs. McMurray introduced Dr. Gordon H. 
Ira, chairman of the State Medical Advisory 
Board, who spoke on the “Expansion of the Or- 
ganization.” Dr. Ira stated there are 24 possible 
unorganized auxiliaries in the state, and in order 
to achieve organization, a good deal of hard, con- 
centrated work, time, money and careful plan- 
ning are needed. Dr. Ira said that in order to 
insure the most success there must be definite 
plans of activity for the as vet unorganized auxil- 
iaries. The doctor spoke briefly upon some of 
these activities. He pointed out the need for 
wholehearted cooperation in the cancer preven- 
tion program, saying that illustrated lectures on 
this subject are easily available through Dr. 
Gerry R. Holden, of Jacksonville. 

Dr. Ira also urged the boosting of the magazine 
“Hygeia” and the medical examination of ser- 
vants before they enter into service. “It is pure 
folly,” he said, “to engage the services of these 
people who take care of our children and handle 
our food without adequate medical examina- 
tions.” He cited specific cases of terrible disease 
found among servants who could easily pass them 
on to those in the household. 

Following these two interesting speeches there 
were various committee reports and an intro- 
duction of the members of the newly organized 
auxiliary in Orange County, of which Mrs. L. C. 
Ingram of Orlando is president. 

Respect was shown Mrs. Shaler Richardson 
of Jacksonville, Mrs. J. L. Chalker of Ocala, and 
Mrs. Marie Rountree of Ocala, who passed away 


since the last convention, by rising for a moment 
in silent meditation with bowed heads. 

A general vote of thanks was extended the 
hostess auxiliary and all who contributed so 
loyally to the entertainment of the doctors’ wives 
during the convention by the resolutions com- 
mittee, as follows: 

RESOLUTION 

We, the ladies of the Woman's Auxiliary to 
the Florida Medical Association, in convention 
assembled, wish to express our sincere thanks 
and deep appreciation to the members of the 
Marion County Auxiliary for their wonderful 
hospitality and entertainment that have been ex- 
tended to us at this 1935 meeting. 

We wish to extend our thanks to Mrs. Fergu- 
son, the President of the Hostess Auxiliary, to 
Mrs. Lindner, the Social Chairman, for their 
untiring efforts in making the convention a great 
success and one long to be remembered. We also 
wish to thank Mrs, Peek and Mrs. Wallis for the 
beautiful corsages and the local undertakers for 
their contribution to our entertainment; to Miss 
Mary Burford and Miss Nina Camp for the 
lovely decorations at the luncheon. 

Bre It THEREFORE REsoLvED: That a general 
vote of thanks be extended to these ladies. 

Respectfully submitted, 
Mrs. JoHN Wixson, Chairman; 
Mrs. Epwarp JELKs, 
Mrs. Leicu F. Ropinson. 

Following the business meeting the women 
enjoved a delicious luncheon at Silver Springs 
where they were guests of the Marion County 
Auxiliary. The tables were decorated beautifully 
with early summer flowers carrying out a color 
motif of blue and yellow, the tasteful work of 
Miss Nina Camp and Miss Mary Burford. At 
this time the past president and the newly elected 
officers were presented with attractive corsages. 
The favors were little Indian pottery vases heau- 
tifully wrapped in blue and vellow cellophane. 

Immediately following the luncheon, the 
women were given a delightful trip down Silver 
Springs River in glass-bottom boats. 

A banquet for the doctors and their wives in 
the Marion Hotel dining room followed by a 
dance, closed the convention. 

Much credit is due Mrs. FE. G. Lindner, Mrs. 
R. D. Ferguson, Mrs. - N. Moore, Mrs. Walter 
Hood, Mrs. E. G. Peek, Mrs. T. H. Wallis and 


others who contributed to the lovely entertain- 
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ment of the doctors and their wives. One hun- 
dred and twelve ladies attended the convention. 
The registration is shown on page 515 of this 
Journal. 

Mrs. Robert W. Tomblinson, president, re- 
quests that an announcement be made of the 
annual meeting of the American Medical Auxil- 
iary to be held in Atlantic City June 10, 11, 12, 
with the Ambassador Hotel as headquarters for 
the American Medical Association, and Haddon 
Hall for the Canadian Medical Society and the 
Traymore for the Auxiliary. It is on the Board 
Walk, not far from the huge Convention Hall 
where all of the men’s meetings, the scientific 
and commercial exhibits will be held. 

Mrs. Tomblinson says: We are looking to each 
and every state group to get their membership 
and their dues up to date by the end of the fiscal 
vear. Paid up memberships will play a great 
part in our Atlantic City meeting. Dr. Carring- 
ton is the chairman for the convention and is so 
full of plans and enthusiasm for the meeting 
when you get there you will realize the spirit that 
has made this one of the best meetings ever held. 

Our hope is to make the most of the many 
attractions that are Atlantic City’s alone. The 
piers, the walk, the sea food, the sun and sea air 
combined with splendid hotels and a spirit of 
welcome that is unsurpassed, our Canadian vis- 
itors and our own pleasure at renewing old 
friendships will provide us with an opportunity 
to accomplish much, to play hard and go home 
refreshed by our stay in our country’s greatest 
seashore resort. 

Will every state president who reads this re- 
member that each of the state chairmen must 
render a report to the national chairman, so that 
she may be ready to give a complete report at the 
meeting in June The reports must be in the 
hands of a properly accredited delegate in order 
to have it read at the meeting, otherwise, it is 
placed on file and printed in the report of the 
meeting. We will appreciate your understand- 
ing this, and we hope that each state will have 
some one there to read its report so that the full 
program of activities will have proper recog- 
nition. ! 

We are all volunteer workers and are doing the 
best we can, and no one appreciates more than I 
the wonderful work that is being done. I am 
sure that when the final summation is made we 
will be truly thrilled with it. 





Dr. RANDOLPH’S SANITARIUM 


JACKSONVILLE, FLonipa 


Registered and Approved by A. M. A. 
Council on Medical Education and Hospitals 


Nervous AND Mitp MENTAL CaseEs 


Sunny corner rooms. Home atmosphere em- 
phasized. Utmost privacy. Number of patients 
limited to insure maximum individual attention. 


RESIDENT NEURO-PSYCHIATRIST 
Delightful suburban location—Fifteen minutes 
to city amusements — Forty minutes to the 
beaches. eer 

James H. Ranpo.pu, M. D. 
323 St. James Building, Jacksonville, Florida 
Phone Jacksonville 2-2330 
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MeERCUROCHROME 


(dibrom-oxymercuri-fluorescein-sodium) 
<> is a background of 
Precise manufacturing methods in- 
suring uniformity 
Controlled laboratory investigation 


Chemical and biological control of 
each lot produced 


Extensive clinical application 


Thirteen years’ acceptance by the 
Be Council of Pharmacy and Chem- 
istry of the American Medical 
Association 





A booklet summarizing the impor- 
tant reports on Mercurochrome and 
describing its various uses will be 
sent to physicians on request. 


Hynson, Westcott & Dunning, Inc. 
hte BALTIMORE, MARYLAND “30a 
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